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sector Plan Options Depend 
On North Core Scenarios 


At the end of a worksession 
on February 22 covering pro- 
posed development issues for the 
Metro Station South Core, the 
Greenbelt City Council learned 
from its planning staff that the 
Greenbelt Metro Area and MD 
193 Corridor Sector Plan/Section- 
al Map Amendment (Sector Plan) 
was heading toward significant 
population increases in both of- 
fice and retail development. This 
judgment was based on illustra- 
tive conceptual maps prepared by 
county planners. 

In response, council sched- 
uled a follow-up worksession on 
March 7 to get a fuller update 
on activities involving the Sector 
Plan and to consider Greenbelt 
Planning & Community Develop- 
ment (P&CD) staff alternatives 
to the Sector Plan’s illustrative 
High Residential and High Office 
schemes. 

The entire council was on 
hand for the March 7 workses- 


by Thomas X. White 


sion. They were joined by City 
Manager Michael McLaughlin, 
Assistant City Manager David 
Moran, P&CD Director Celia 
Craze, Assistant Director Terri 
Hruby and Planner Jaime Fearer. 

Also attending was Chad 
Williams, project manager for 
the Sector Plan for the Prince 
George’s County Planning De- 
partment, and Marc (Kap) Kapas- 
tin of Quantum Company, man- 
agement for Beltway Plaza Mall. 

Sector Plan Update 

Following introductions, May- 
or Judith Davis recognized Wil- 
liams for an update on the con- 
ceptual maps the city staff had 
provided in February. Williams 
indicated those concepts had 
been developed as starting points 
for discussion near the end of 
2011 and subsequently several 
revisions have been made to the 
illustrative schemes reflecting dis- 
cussions among staff as well as 
modeling done on potential North 


Core scenarios. 

As a result, he noted, current 
concepts being considered for 
the Sector Plan scenarios use the 
baseline drawing describing ex- 
isting development in the Sector 
Plan area. These include Con- 
cept I and Concept II, the High 
Office Concept assuming there 
will be a large General Services 
Administration (GSA) tenant at 
the North Core, which is very 
close to the city’s developing 
concept with the North Core as- 
sumed to remain as a mixed use 
development. 

As a result, Williams told 
council that what happens at 
the Metro Station North Core 
essentially drives the types of 
development in other Sector Plan 
areas. He reminded council that 
a Sector Plan Community Work- 
shop is planned for March 15 at 


the Springhill Lake Elementary 


See SOUTH CORE, page 6 


No Smoking Issues Absorb 
GHI Board and Members 


The attempt by some Green- 
belt Homes, Inc. (GHI) members 
to have their homes declared 
nonsmoking units went up in 
smoke at the March 3 board 
meeting. Nevertheless, there is 
every indication the issue will 
be reignited as soon as legally 
prudent. 

All eight members living 
in 13-A through 13-H Ridge 
Road, one row in a three-row 
court, presented a petition to the 
board of directors asking that 
their row “be allowed to modify 
[their] mutual ownership contracts 
(MOCs) so that indoor smok- 
ing in these units is a violation 
of the contract.” They further 
requested that GHI agree that 
“such a requirement be included, 
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in perpetuity, in any future MOCs 
for these units.” 

Prior to discussion GHI Presi- 
dent Tokey Boswell clarified that 
because a smoking-related suit 
against GHI is pending, the board 
cannot comment on the value of 
this petition or at this time make 
changes to MOCs. This restraint 
does not, however, prevent the 
board from asking questions of 
the petitioners, he added. Boswell 
also said former board members 
are not bound by this restric- 
tion and members can seek their 
input. 

The suit referred to by Bos- 
well, brought by member David 
Schuman pertaining to second- 
hand smoke, was decided in 
GHI’s favor in a Prince George’s 


What Goes On 


Friday, March 16 


1 p.m., Free Senior Ice Cream Social, Community Center Gym 


Tuesday, March 20 


11 a.m., Ask the Expert Show, Cable Taping on Breast Cancer, 


Green Ridge House 
Wednesday, March 21 


8 p.m., Council Worksession with Greenbelt Access Television 


(stakeholder) 
Thursday, March 22 


7:30 p.m., GDC and GHI Board Meeting, GHI Administration 


Building 
Saturday, March 24 


10 a.m. to noon, 75th Anniversary Committee Invites People to 
Discover Greenbelt History Stored in the Tugwell Room 


County Circuit Court bench trial 
that concluded November 3, 2011 
(News Review, November 10, 
2011). Schuman has since filed 
an appeal with the Maryland 
Court of Special Appeals, for 
which briefs are due April 2. 
Enforcement 

“What do you expect as en- 
forcement? Termination?” asked 
Bill Jones, vice president. Pe- 
titioner Judy Bell, who took the 
lead, admitted that petitioners 
had not talked about it but felt 
smoking would not be an issue 
because members who signed 
the petition have bought into the 
nonsmoking issue. 

GHI currently has a three-level 
process for handling violations of 
the MOC or member complaints. 
It 1s believed that process would 
not necessarily need changing 
and could apply if smoking in- 
doors became prohibited. 

If termination were upheld, the 
member could, following proce- 
dures, call for a special member- 
ship meeting in which the mem- 
bership as a whole would vote on 
whether or not to terminate the 
member’s MOC. 

Questions 

Many questions. No answers. 
Would the restriction apply to 
visitors and repair personnel? 
How would medical marijuana, 
a treatment for cancer pain, be 
handled if prescribed by a physi- 
cian and were otherwise legal? 


See GHI, page 11 





Local Artist Finds Living, 
Working Here Absorbing 


by Paula Clinedinst 


It’s a typi- 
cal Saturday af- 
ternoon at the 
Dirksen house. 
A neighbor’s 
child is visiting 
and faces are 
being painted, a 
tea party is hap- 
pening on the 
sidewalk in front 
of the house and 
all four doors of 
the car parked in 
the driveway are 
open. A milk- 
shake has spilled 
in the backseat 
and cleanup is 
underway but Lucy Dirksen — art- 
ist, teacher, wife, mother of three 
— 1s smiling anyway. Why? Sim- 
ply put, it’s a beautiful day. 





Lucy Dirksen 


Dirksen has 
been teaching 
visual arts at 
local elemen- 
tary schools and 
the Commu- 
nity Center for 
six years. Also 
a Silversmith, 
she has recently 
launched a line 
of jewelry pieces 
made out of re- 
cycled materials 
and is currently 
president of the 
Greenbelt Ele- 
mentary School 
(GES) PTA. 

It’s no wonder one of the big- 
gest challenges she faces is “being 


See DIRKSEN, page 7 


Air Flow and Issues Studied 
At Community Center 


by Brian Compere 


At its February 27 meeting, the 
Greenbelt City Council approved a 
plan to evaluate the circulation and 
heating systems of the Greenbelt 
Community Center, last renovated 
16 years ago. The purpose was to 
assess concerns of problematic heat 
controls, inadequate circulation and 
mold buildup. 

The consulting engineering firm, 
Mendoza, Ribas, Farinas & Associ- 
ates, is performing the assessment, 
evaluating in detail the center’s 
current HVAC system and options 
for a long-term solution. Coun- 
cilmembers agreed that evaluating 
circulation issues is the best way 
to assess mold concerns since 
moisture could be poorly dispersed. 

Joe McNeal, the city’s assistant 
director of recreation, said he will 
review eventual findings of the as- 
sessment and then present to coun- 
cil the costs and other details of 
projects the engineering firm finds 
feasible as solutions to the build- 
ing’s circulation issues. He said 
that mold has reappeared after hav- 
ing been cleaned from five rooms. 

McNeal said he expects to re- 
view the assessment’s conclusions 
along with Jim Sterling and Di 
Quynn-Reno in about 30 days, or 
whenever the assessment is com- 
pleted. 

Real Problem 

McNeal said he got involved 

because he perceived “a real prob- 


lem” and saw an opportunity to 
make a “good investment.” He 
said he thinks “most folks would 
agree” that energy efficiency will 
save tax dollars in the long run but 
the primary motivation, he said, 
is comfort for those who visit the 
center. 

“First and foremost, I want to 
help make a better quality experi- 
ence for visitors of the Community 
Center,” he said. “When people 
come to the center, we want them 
to be comfortable.” 

Lisa Meyer, director of the 
Greenbelt Nursery School, agreed 
with McNeal’s belief that the en- 
ergy efficiency and carbon footprint 
of the building could both be im- 
proved as well. 

Although Meyer expressed con- 
cern about the cost of a permanent 
solution, she said she has noticed 
evidence of the issue, including 
“quite a bit of’ mold on ceiling 
tiles: “not something you want to 
see.” 

“Being a nursery school, odors 
are there and they do linger,” she 
said. “I wouldn’t mind if they did 
something.” 

Long-term Solutions 

Although long-term solutions 
presented at the end of the as- 
sessment could vary in price, the 
assessment itself will use $9,660 


See CENTER, page 8 


Page 2 


GHI Holds Woodlands 
Spring Thaw Event 


The Greenbelt Homes, Inc. 
(GHI) Woodlands Committee in- 
vites residents to a Spring Thaw 
event on Saturday, March 24 
from | to 3 p.m., even though 
there hardly has been a freeze 
all winter. The woods and gar- 
dens are coming alive and be- 
ginning to bloom and so are the 
weeds. 

It’s a great time to find out 
what the GHI Woodlands Com- 
mittee is all about: meet the 
members, meet some neighbors, 
learn about the woods and com- 
mon areas and enjoy some re- 
freshments. There will be a walk 
in the nearby woods too, weather 
permitting. 

The Spring Thaw gathering 
will take place at the GHI Ad- 
ministration Building on Hamil- 
ton Place. No reservations are 
required. Prospective buyers 
are encouraged to stick around 
after the 11 a.m. pre-purchase 
orientation and make a few more 
friends. 

The Woodlands Committee 
is staffed with experts and just 
plain folks with a love of the 
woods in common. Come meet 
environmentalists, landscapers, 
plant scientists, journalists and 
simple gardeners and woods 
walkers. Getting out into the 
woods will revive spirits and 
put spring in one’s step. Doing 
it with knowledgeable people 
makes it even more fun and 
informative. On top of the per- 
sonal benefit, it makes a differ- 
ence in the future of the woods 
and quality of life in GHI and 
Greenbelt. 


Greenbriar Phase | 
Elects Officers 


Greenbriar Phase I had its an- 
nual meeting on March 6, elect- 
ing the following officers for 
the upcoming year: President 
Lawrence Noda, Vice President 
LaVerne Smith, Secretary Rhonda 
Furmanski, Treasurer Miriam 
Dodd and Director Evelyn Ken- 
ley. 

Board meetings are held at 
the community building each 
month. Owners and residents are 
encouraged to attend. Greenbriar 
Phases I and II meet the second 
Tuesday of the month at 7:30 
p.m. Phase III meets the second 
Tuesday of the month at 6 p.m. 
and the Greenbriar Community 
Association Board meetings are 
held the fourth Wednesday of 
each month at 6 p.m. 


Upcoming Events 
At New Deal Café 


Friday, March 16 jazz pianist 
John Guernsey plays from 6:30 
to 8 p.m., then the Badger Band 
plays Grateful Dead, Dylan and 
originals from 8 to 11 p.m. 

Saturday, March 17 begins 
with Bruce Kritt on classical gui- 
tar from 4 to 6 p.m. followed by 
jazz and blues piano from John 
Guernsey from 6:30 to 8 p.m. 
Continuing café tradition, The 
Greentop Ramblers play a lively 
St. Patrick’s Day show from 8 to 
11 p.m. 

On Sunday, March 18 begins 
with the Not2Cool Jazz Trio 
from 11 a.m. to 1 p.m., then 
presents the monthly Kids’ Open 
Microphone session from 1:30 
to 2:30 p.m. From 5 to 7 p.m. 
Darkuba Dawq Hafla provides an 
afternoon of live Middle Eastern 
music and dance with musicians 
playing exotic instruments. 

Next Week 

Monday, March 19 Reel & 
Meal at the New Deal screens 
the film “Bag it: Is Your Life 
Too Plastic?” at 7 p.m., a docu- 
mentary about plastic bags that 
evolved into a wholesale inves- 
tigation into plastics’ effect on 
waterways, oceans and human 
bodies. Tuesday, March 20 is 
Poetry Night Open from 7 to 9 
p.m. On Wednesday, March 21 
The Tillers of Cincinnati croon 
high mountain harmonies with 
claw hammer banjo, acoustic 
guitar and upright bass from 7 to 
9 p.m. Thursday, March 22 pia- 
nist Amy C. Kraft plays mid-day 
melodies from noon to 2 p.m. 
followed by an open microphone 
session with the Songwriters’ As- 
sociation of Washington from 7 
to 9 p.m. Friday, March 23 jazz 
pianist John Guernsey plays from 
6:30 to 8 p.m., then the Wharf 
Rats, a Grateful Dead Jam band, 
play from 8 to 11 p.m. The Sat- 
urday, March 24 schedule begins 
with Bruce Kritt on classical 
guitar from 4 to 6 p.m. followed 
with John Guernsey’s jazz and 
blues piano from 6:30 to 8 p.m. 
The Stoney Run String Band 
plays traditional and progressive 
bluegrass from 8 to 11 p.m. On 
Sunday, March 25 there will be 
a Greenbelt 75th Anniversary 
program in Big Band Tradition 
with jazz from the 30s Swing 
Band Era. 


Synagogue Holds 
Blood Drive 

Mishkan Torah Synagogue, 10 
Ridge Road, will hold a blood 


drive from 11 a.m. to 4 p.m. on 
Sunday, March 25. 


NOTICE TO GHI MEMBERS 
PRELIMINARY AGENDA 


OMES INC. 
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GREENBELT 
COMMUNITY 


THE COOPERATIVE 


GDC & GHI BOARD OF 
DIRECTORS’ MEETING 


Thursday, March 22, 2012 


GHI ADMINISTRATION BUILDING, 7:30 PM 


GDC Key Agenda Items: 


* Consideration of Smoking Restrictions at the Parkway Apartments 


¢ Review of 2011 Year-end Financial Statements 


GHI Key Agenda Items: 

¢ Adoption of Revisions to Shed Rules 

¢ Proposed Bylaw Changes to Article HI, Section 1: Living Trusts, and Article VII, 
Section 11: Contracts 


* Review of 2011 Year-end Financial Statements 
* Re-purchase of Foreclosed Units at 8F Plateau Place & 53B Ridge Road 
¢ Administration Building’s Telecom Service Contract, Ist Reading 


* Request for Contribution: Greenbelt Cooperative Alliance 


¢ Request for Leave of Absence by Tokey Boswell 


¢ 2012 Gutter Cleaning Contract, 2nd Reading 


¢ Roof Replacements for Administration Building and Free-standing Homes, 2nd Reading 


Regular Board meetings are open to Members 
For more information, visit our website - www.ghi.coop 
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Reel & Meal Film 


Is on Plastic Bags 

The next film in the Reel and 
Meal at the New Deal monthly 
series, to be shown on Monday, 
March 19 at 7 p.m., is “Bag It: 
Is Your Life Too Plastic?” 

Bag It is a 78-minute award- 
winning film chronicling Jeb Ber- 
rier’s global tour to unravel com- 
plexities of the plastic world, when 
he decides to take a closer look 
at the pervasiveness of plastics. 
Americans use 60,000 plastic bags 
every five minutes; when these are 
thrown away it affects the environ- 
ment and marine life, making up 
nearly half of trash in local streams 
leading to the Anacostia. 

Two county councilmembers, 
Ingrid Turner and Mary Lehman 
will be on hand to provide up- 
dates on the status of anti-plastic 
bag legislation, hear from attend- 
ees and answer questions follow- 
ing the film. The bill, PG 402-12 
requires a five-cent fee on dispos- 
able plastic and paper bags and 
is now before the full Maryland 
legislature. The Co-op has do- 
nated cloth shopping bags for dis- 
tribution, Public Works will have 
a recycling display and the Sierra 
Club will offer action alert post 
cards for attendees to send elected 
officials in support of passing the 
bill. There will be a selection of 
books available on plastics pollu- 
tion and other environmental issue 
by Tom Taylor from the Potter’s 
House Book Store. 

Bag It 1s sponsored by the 
Green Vegan Network. For more 
information email Cam Mac- 
Queen at worldisvegan@aol.com. 


St. Patrick’s Day Dinner 
Saturday March 17, 2012 


4:00 pm - 7:00 pm 
College Park Meals on Wheels 
9601 Rhode Island Ave. 
College Park, Md. 20740 
$10.00 Adults and $7.00 Children 
Corned Beef, Cabbage, Potatoes 


and more.... 
Take Out available. 


For Tickets or Information 


Call 301-474-1002 


OLD GREENBELT 
THEATRE 


WEEK OF MAR 16 


FRIDAY 


The Vow (PG-13) 
*5:15, 7:30, 9:40 


SATURDAY 
The Muppets (PG 
1:15, 3:15 (All Seats $5) 


The Vow (PG-13) 
*5:15, 7:30, 9:40 


SUNDAY 
The Muppets (PG 
1:15, 3:15 (All Seats $5) 


The Vow (PG-13) 
75°15, 7:30 


MONDAY — THURSDAY 


The Vow (PG-13) 
*5: 15,7350 


*These shows at $6.50 
Tuesday is Bargain Day. 
All Seats Only $5.00. 
Now accepting Visa, Discover and 
MasterCard for ticket sales only. 
301-474-9744 * 301-474-9745 
129 Centerway 
www.pandgtheatres.com 


Thursday, March 15, 2012 


Grin Belt 


Agnes Conaty 2012 


San 
os 
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“Son, that is not ‘green slime... . 
That is St. Patrick's Day acorn and pine pie.” 


On Screen 


Taking the Vow 


Released last month in time for Valentine’s Day, “The Vow” 
opens at the Old Greenbelt Theatre on Friday, March 16, for one 
week. A free-flowing, loving young couple with their share of 
ups and downs — played by Channing Tatum and Rachel McAd- 
ams — face their fiercest challenge after a car crash sends Paige 
through the windshield and into the hospital. Her parents want 
her to recoup in their lakefront manse; her husband pushes for 
the couple’s Chicago pad. 

PG-13, with sexual content, partial nudity, an accident scene 
and some language. Running time: 104 minutes. 


— Eli Flam 
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AN INDEPENDENT NEWSPAPER 


15 Crescent Road, Suite 100, Greenbelt, Maryland 20770-1887 
301-474-4131 * FAX 301-474-5880 
email: newsreview@verizon.net 
website: www.greenbeltnewsreview.com 
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Elaine Skolnik, President, 1977-1985 
President Emeritus, 1985- 


Editor: Mary Lou Williamson 301-441-2662 
Assistant Editor: Barbara Likowski 301-474-8483 
News Editor: Elaine Skolnik 301-598-1805 
Assistant to the Editor: Eileen Farnham 301-513-0482 
Photo Editor: Helen Sydavar 


STAFF 

Jackie Bealle, Virginia Beauchamp, Judy Bell, Rebecca Boggs, Judi Bordeaux, Jessi 
Britton, Arlene Clarke, Mary Willis Clarke, Lynn Clinedinst, Paula Clinedinst, Agnes 
Conaty, Bill Cornett, Cynthia Cummings, Peter Curtis, Elizabeth Eny, Joan Falcao, Eli 
Flam, Bruce Fyfe, Kathleen Gallagher, Anne Gardner, Jon Gardner, Denise George, 
Bernina McGee Giese, James Giese, Marjorie Gray, Melanie Lynn Griffin, Carol 
Griffith, Pat Hand, Stacy Hardy, Solange Hess, Barbara Hopkins, Larry Hull, Elizabeth 
Jay, Ginny Jones, Sharon Kenworthy, Suzanne Krofchik, Meta Lagerwerff, Sandra 
Lange, Jim Link, Catherine Madigan, Lou Ann McCann, Kathleen McFarland, Cathie 
Meetre, Janet Meetre, Emma Mendoza, Mary Moien, Marat Moore, Diane Oberg, 
Leonie Penney, Heba Pennington, Shirl Phelps, Altoria Bell Ross, Ann-Marie Saucier, 
Susan Stern, Jonathan Taylor, Linda Tokarz, Nancy Tolzman, Joanne Tucker, Jean 
Turkiewicz, Thomas X. White, Marie Wong, Renauta York and Dea Zugby. 


CIRCULATION Core of Greenbelt: lan Tuckman 301-459-5624 


Franklin Park: Arlene Clarke 301-474-1526 


BOARD OF DIRECTORS 
Eileen Farnham, president; Thomas X. White, vice president; Judy Bell, treasurer; Renata 
York, secretary; James Giese; Diane Oberg; and Denise George 


DEADLINES: Letters, Articles and ads—10 p.m. Tuesday. Materials for publication may 
be mailed to address above, deposited in our box in the Co-op grocery store (by 7 p.m. 
Tuesday) or brought to our office in the Community Center, 15 Crescent Road, during 
office hours. Mail subscriptions—$40/year. 


Greenbelt Community Center at 15 Crescent Rd. 
OFFICE HOURS: Monday 2 - 4 p.m., Tuesday 2 - 4, 8 - 10 p.m. 
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Menu for Senior 
Nutrition Program 


The Senior Nutrition “Food 
and Friendship” program pro- 
vides lunches for seniors Monday 
through Friday at the Community 
Center beginning at noon. Meals 
must be reserved by 11 a.m. two 
days ahead so that enough food 
is ordered. Call 301-397-2208, 
ext. 4215. 

All meals include bread and 
margarine, coffee or tea and 
skim milk. Menus for March 19 
through 23: 

Monday — Cranberry juice, 
chicken patty, Dijon mustard 
sauce, butter beans, mixed veg- 
etables, fresh apple. 

Tuesday — Apple juice, stuffed 
pepper with meat sauce, potatoes 
au gratin, green beans, tropical 
fruit salad. 

Wednesday — Orange juice, 
crusted white fish with Newburg 
sauce, mashed sweet potatoes, 
seasoned broccoli, fresh pear. 

Thursday — Grape juice, roast- 
ed chicken with gravy, scalloped 
potatoes, seasoned peas, cherry 
applesauce. 

Friday — Orange juice, veg- 
gie burger with hamburger roll, 
barbecue sauce, baked beans, 
zucchini, pineapple/Mandarin 
orange. 


Candidates Sought 
For Co-op Board 


The Greenbelt Consumer Co- 
operative (GCC) is seeking can- 
didates willing to run for election 
to its Board of Directors. The 
election will take place at the Co- 
op annual meeting on Saturday, 
April 14 at 10 a.m. in the Multi- 
purpose Room of the Greenbelt 
Community Center. 

Four board members will be 
elected to serve three-year terms. 
One incumbent, Donna Hoffmeis- 
ter, is running for re-election. 
Co-op members interested in 
serving as directors are asked to 
contact the Nominations & Elec- 
tions Committee (Bill Stoddard 
at 301-441-4766 or Joe Timer 
at 301-474-6775). Nomination 
forms are available at the Co-op 
service office. 

To be considered a member 
must: 1. Have a minimum of 
$100 in their member capital ac- 
count and 2. Submit both a brief 
bio and the completed nomination 
form by April 1. GCC does not 
accept nominations at the annual 
meeting. 


Chesapeake Bay Trust 


Approves Tree Grant 

The City of Greenbelt has 
received a Chesapeake Bay Trust 
grant of $23,000 for a tree mas- 
ter plan, reports City Manager 
Michael McLaughlin. The grant 
will go toward the costs involved 
for a canopy study and tree plant- 
ing. 
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Community Events 


GHI Notes 

Friday, March 16, Office 
Closed — For emergency mainte- 
nance call 301-474-6011 

Tuesday, March 20, 7:30 p.m., 
Companion Animal Committee 
Meeting — GHI Lobby 

Wednesday, March 21, 7 p.m., 
Woodlands Committee Meeting — 
Board Room 

Thursday, March 22, 7:30 
p.m., Board of Directors Meeting 
— Board Room 

Saturday, March 24, 11 a.m., 
Pre-purchase Orientation — Board 
Room 

1 to 3 p.m., Woodlands Annu- 
al Spring Thaw — Hamilton Place 

Monday, March 26, 7 p.m., 
Communications Task Force — 
GHI Lobby 

Tuesday, March 27, 8:30 a.m., 
Yardline Committee Meeting — 
GHI Library 

Wednesday, March 28, 7 p.m., 
Buildings Committee Meeting — 
Board Room 

Thursday, March 29, 6:45 
p.m., Investment Committee 
Meeting — Board Room 

7:30 p.m., Finance Committee 
Meeting — Board Room 

Friday, March 30, Office 
Closed — For emergency mainte- 
nance call — 301-474-6011 

Note: Committee and board 
meetings are open; members are 
encouraged to attend. 


At the Library 


Storytimes 

On Wednesdays and Thursdays 
a librarian reads age-appropriate 
stories to children and parents us- 
ing imagination and props. 

Wednesday, March 21, 10:30 
a.m.: Drop-in Storytime for ages 
3 to 5 years. 

Thursday, March 22, 10:30 
a.m.: Toddler Time for ages 18 to 
35 months with caregiver. 

Space is limited; pick up a 
free ticket for Storytime events at 
the information desk. 

For more information on any 
of these programs or events visit 
the library, call 301-345-5800 or 
visit www.pgcmls.info. 





More Community Events 
on page 2 





11 Free Banquet Tables 


ATTENTION ALL Organizations! 


Are you in need of round banquet 
tables? Do you have a means of haul- 
ing them to your location? If so, you 
are in LUCK! GCA is donating 11 
round 60' banquet tables to an organ- 
ization in need! MUST take ALL 11 
tables. Tables are coated wood and 
metal, in good and working condition, 
fairly worn. Call Today! 


Greenbriar Condominiums 
760 


O Hanover Parkway 


#101 Greenbelt. MD 
20770 
Tel: 301 441 1096 


St. Patrick’s Day at the 
New Deal Gafer 


With “lhe Greentopp Ramblers 


Special Corned Beef & Cabbage Dinner 516! 


New Deal Café - 113 Centerway 
www.newdealcafe.com 
Reservations recommended @ 301-474-3642 





Kids Open Microphone 
At New Deal Sunday 


A Kids Open Microphone ses- 
sion at the New Deal Café on 
Sunday, March 18 will run from 
1:30 to 2:30 p.m. It is held on 
the third Sunday of every month. 
Children up to age 17 are invited 
to play a musical instrument, 
sing, dance, juggle, recite a poem 
or otherwise perform. 

For more information call 
Anne Gardner at 301-220-1721 
or email annegrdnr@yahoo.com. 


Astronomical Society 
Holds Star Party Sat. 


All are invited to join the As- 
tronomical Society of Greenbelt 
(ASG) for a free star party Sat- 
urday evening, March 17 at the 
City of Greenbelt Observatory at 
Northway Fields. In addition to 
the observatory telescope, sev- 
eral members will share personal 
telescopes and binoculars for the 
enjoyment of all. Observing will 
begin when it is dark enough, 
probably around 8 p.m. 

Among the objects to be ob- 
served include several nice star 
clusters and nebulae as well as 
the planets Mars, Venus and Jupi- 
ter with its four Galilean moons. 
In addition to the 14-inch tele- 
scope in the observatory several 
ASG members will have their 
own telescopes set up. 

The star party will be can- 
celled without notice if it is 
hopelessly cloudy. Attendees are 
asked to park in the ballfield lot 
at the bottom of the hill unless 
bringing a telescope. 


GES Holds Annual 
Spring Fair March 24 


The Greenbelt Elementary 
School (GES) Annual Spring Fair 
will be held on Saturday, March 
24 from 10 a.m. to 2 p.m. 

The Spring Fair includes lots 
of games and activities for chil- 
dren of all ages, a silent auction, 
cake walk, food, prizes and the 
Scholastic Book Fair. All are 
asked to come out in support. 

Proceeds support programs and 
projects in the classroom. 


ACE Science Club Is 


Free & Fun for Kids 

ACE Science Club for chil- 
dren is meeting on Thursday, 
March 15 from 7 to 8:30 p.m. at 
the Greenbelt Community Cen- 
ter. The same program will be 
repeated Wednesday, March 21 
from 5:30 to 7 p.m. at Magnolia 
Elementary School, 8400 Nightin- 
gale Drive, Lanham. 

Free to all Greenbelt children 
ages 8 to 14, the ACE Science 
Club features hands-on experi- 
ments and fun facts about sci- 
ence, technology, engineering, 
math, nature, life, the universe 
and — everything. 


Greenbriar Annual 


Phase Ill Meeting 

The Greenbriar Phase III an- 
nual meeting will be held on 
Tuesday, March 20 at 7 p.m. in 
the Terrace Room. 

Those who are unable to attend 
are asked to turn in their complet- 
ed proxy ballot, sent or faxed to 
CVS Management Office, dropped 
off to their building representative 
or dropped in the “proxy drop” 
envelope pinned to the bulletin 
board in their building. 


Holy Cross 
Thrift Store 


Every Thursday 10am — 4pm 
Shoes, jewelry, books, etc. 
6905 Greenbelt Road 
Greenbelt, Md. 301-345-5111 


Bring in this ad 
and receive 
a 10% discount 


‘on your purchase! 


Spring Fling Bazaar! 
Saturday, March 24th from 
8:00 a.m. — 12 noon! 
Inside Holy Cross Church! 


Tables for rent - $10 per table! 
Call Shirley Lee at 
301-345-2556 for information! 





Continuing at 
The Greenbelt Arts Center! 


PIPPIN 


March 16, 17, 23, 24, 30, 31 at 8:00 PM 
March 18 and 25 at 2:30 PM. 


Ticket prices: $20 General Admission, 
$17 Students/Seniors 


For information & reservations, call 301-441-8770 


email: info@greenbeltartscenter.org 
or BOOK TICKETS ONLINE at www.greenbeltartscenter.org 


Coming Soon: 
April 7, 2012 - Celtic Concert with The Homespun Ceilidh Band 
April 27 — May 19 — The Graduate 


123 Centerway « Greenbelt, MD 20770 * Located underneath the Greenbelt CO-OP 





Upcoming Legion 
Meetings, Events 

American Legion Greenbelt 
Post 136 and Auxiliary Unit 136 
membership meetings are sched- 
uled for Thursday, March 15 at 7 
p.m. A free meal is served start- 
ing at 6:15 p.m. for all members 
attending the meetings. Meetings 
provide a forum for administra- 
tive work and discussions on 
Operations and programs for the 
post. Continuous year’s certifica- 
tions and pins will be distributed 
to members who qualify. 

The Sons of the American 
Legion Squadron 136 meeting 
will be at 7 p.m. on Tuesday, 
March 20. 

St. Patrick’s Day 

Saturday, March 17 annual St. 
Patrick’s Day events start at noon 
with a free DJ in the hall for all 
to enjoy. There will be a special 
lunch and dinner menu and free 
hot dogs for children under 12 
years old. At 8 p.m. the band 
Ho-Kiss Po-Kiss plays in the hall 
and there will be special Irish- 
themed drink specials. Proceeds 
will benefit the Children and Youth 
Programs of the American Legion. 


ACADEMY 
STA DIUM 
THEATRE 

BELTWAY PLAZA MALL 
301-220-1159 


LOWEST PRICES IN THE AREA 
FOR ALL MOVIES INCLUDING 3D 


CUSTOMER APPRECIATION DAY 
Tuesday all movies $5.00 
3D charge is additional 


* All Shows Before Noon are $5.00 


Free Senior Movie 
First Monday of Every Month 


Visit us on the web at 
www.academyS8theaters.com 


R = ID Required 
(!) = No pass, (!!) No pass weekend 


WEEK OFMAR 16 


FRI. — SAT. 

Silent House, R (!!) 
11:25, 1:25, 3:30, 5:30, 7:30, 9:40 
Project X, R 
11:30, 1:30, 3:35, 5:40, 7:45, 10 
Dr. Seuss’ Lorax in 2D, PG (!!) 
11:35 
Dr. Seuss’ Lorax in 3D, PG (!!) 
1:40, 3:45, 5:40, 7:35, 9:30 
A Thousand Words, PG-13 (!!) 
1:25, 1:30, 3:35,.5:40; 7:50, 10 
John Carter in 2D, PG-13 (!) 
11:45 
John Carter in 3D, PG-13 (!) 
2:55, 6:45, 9:30 
21 Jump Street, R (!) 
11:45, 2:30, 5:15, 7:40, 10:05 
Good Deeds, PG-13 
11:55, 2:40, 5:05, 7:30, 10 
Safe House, R 
11:40, 2:30, 5:05, 7:35, 10:05 


SUN. — THU. 

Silent House, R (!!) 
11:45, 2:40, 5:15, 7:20 
Project X, R 
11:45, 2:40, 5:25, 7:30 
Dr. Seuss’ Lorax in 2D, PG (!!) 
11:55 
Dr. Seuss’ Lorax in 3D, PG (!!) 
220, SD; 735 
A Thousand Words, PG-13 (!!) 
11:45, 2:40, 5:25, 7:30 
John Carter in 2D, PG-13 (‘) 
11:30 
John Carter in 3D, PG-13 (‘) 
3:45, 6:40 
21 Jump Street, R (!) 
11:45, 2:30, 4:55, 7:25 
Good Deeds, PG-13 
11:55, 2:20, 5:05, 7:30 
Safe House, R 
11:45, 2:30, 4:55, 7:25 
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A Review 


GREENBELT NEWS REVIEW 


Musical Comedy Is Magical and Thrilling 


by Jim Link 


“Pippin” is a winner! Not the 
character Pippin, who can be an 
irritatingly needy hero; I mean 
the glorious production “Pippin” 
now being served up with joy 
and juice and plenty of pizzazz 
by the Greenbelt Arts Center. 

Producer Stephen Yednock 
and director Franklin Akers have 
assembled a superb crew: the ac- 
tors, set designer (Betsy Marks 
Delaney), choreographer (Re- 
nee), costume designer (Alison 
Rollins) — all the technicians 
and assistants combine to give 
a thrilling evening of pop/rock 
musical comedy. 

Pippin is the ingenuous son 
of Charlemagne who dreads 
being mired in the ordinary; 
he embraces three mirages to 
escape the tedium of the quotid- 
lan: conquest on the battlefield, 
mindless hedonism and idealis- 
tic social change. Thoroughly 
buffeted by life’s harsh realities, 
he tentatively finds happiness 
in marriage and fatherhood, in 
hard work, in being excessively 
devoted to his wife, in being. . 
. ordinary. 

Ben Harris and Brian Binney 
are talented and campy as Pippin 
and Charlemagne, respectively. 
They pray to the Son of God to 
help them succeed in “butchering 
the infidel (Visigoths).” They 
do and Pippin is sickened by 
the carnage. His grandmother 
Berthe, played by the droll and 
wonderful Erica Drezek, inter- 
prets the male obsession with 
warfare as Freudian displacement 
— “Sometimes I think men raise 
their flags when they can’t get 
anything else up.” 

Next Pippin happily suc- 
cumbs to sexual fever — a bevy 
of nubiles, one sporting a grape 
cluster encrusted bra — propels 
Pippin from carnage to carnal 
knowledge. 

As groggy, sated Pippin 
gradually recovers, the Lead- 
ing Player, delightful newcomer 
Hana Cai, lifts her eyes from her 
reading material — the Greenbelt 
News Review — nice touch! — 
and archly says “Boy, when you 
frolic, you really frolic!” 

Narrator and impresario, Cai 
is quite fetching with her top 
hat and cane, black leotards, sil- 
ver lamé jacket and lithe dance 
moves. 

Embracing the last mirage, 
Pippin deposes autocratic daddy 
Charlemagne, rashly abolishes 
taxes and the military, miser- 
ably fails as an idealist reformer 
when the Visigoths return. Not 
even his deliciously conniv- 
ing stepmother Fastrada, Chera- 
mie Jackson, can console him 
when she sings “Spread a Little 
Sunshine.” The zaftig Jack- 
son purrs, slinks and swaggers 
by turns and in another lovely 
Freudian displacement assures 


Catholic 
Community 
of Greenbelt 
MASS 
Sundays 10 A.M. 
Municipal Building 


ALL ARE WELCOME. 





PHOTO BY STEPHEN YEDNOCK 


Pippin (Ben Harris) and Catherine (Jen Retterer). 


Pippin he’s getting “closer to the 
Promised Land.” 

Pippin’s less conflicted brother 
Lewis, played by the muscular 
William Privott, gets even more 
lavish attention from Fastrada. 
But Privott is not merely beefcake 
— he can sing and dance, too! 

Young widow Catherine (the 
lovely Jen Retterer) and her son 
(Jason Kalshoven) eventually 
beguile Pippin into responsible 
maturity. 


To belabor Freud one more 
time, the talented Ben Harris 
evolves his Pippin from annoy- 
ing Puer Aeternus into Ordinary 
Dude. 

“We've got magic to do” 
claims the Leading Player and 
cast in the opening song. And 
they certainly do it. “Pippin” 
will be at GAC through March 
31, Fridays and Saturdays at 
8 p.m., Sundays at 2:30 p.m. 
(March 18 and 25). 


ST. HUGH OF GRENOBLE CATHOLIC CHURCH 


135 Crescent Road, Greenbelt, MD 


20770 


301-474-4322 
pg fe Mass Schedule: 
4p 6% Sunday 8:00, 9:30, 11:00 a.m. 
dueeiitese’ Saturday 9: 00 a. m., 5:00 p.m. 


a Daily Mass: 


Sacrament of Penance: 


Pastor: 


7:15 a. m. 
Saturday 3:45-4:45 p.m. 


Rev. Walter J. Tappe 


Greenbelt Community Church 


UNITED CHURCH OF CHRIST 


Hillside & Crescent Roads 
Phone: 301-474-6171 mornings 
www.greenbeltucc.org 
Sunday Worship 
10:15 a.m. 

Daniel Hamlin, Pastor 


"A church of the open mind, the warm heart, 
the aspiring soul, and the social vision..." 





Worship 


Sunday School: Sundays “i 2: 


Office Hours 


Rev. James Lawton - Pastor 
301 “474-7573 


















ig 





——— Mishkan Torah Congregation 
10 Ridge Road, Greenbelt, MD 20770 


Rabbi Jonathan Cohen 


Cantor Phil Greenfield 


Friday evening services 8:00 PM except first Friday of the month, 
when children’s service begins at 7:30 PM 


Saturday morning services - 9:30 AM 
Children’s Education, Adult Education, Social Action, etc. 


For further information call 301 474-4223 www.mishkantorah.org 
Conservative and Reconstructionist 


Thursday, March 15, 2012 





Greenbelt Librarian Elizabeth Wilkins (left) chats with 
Mayor Judith Davis (right) in the library’s Tugwell Room 
while 75th Anniversary Committee member Brenda Cooley 
looks on. The Tugwell Room houses Greenbelt’s collection 
of the history of Greenbelt, city planning and cooperatives. 
The room will again be open on Saturday, March 17 from 
10 a.m. to noon. 


Mowatt Memorial United Methodist Church 
40 Ridge Road, Greenbelt 


Open hearts, Open minds, Open doors 
www.greenbeltumc.org 301-474-9410 
Rev. Fay Lundin, Pastor 


Worship Service 10am 


Paint Branch Unitarian Universalist Church 


3215 Powder Mill Road, Adelphi t 


Phone: 301-937-3666 www.pbuuc.org 


Gy 
fe) Welcomes you to our open, nurturing community 


Sunday, March 18, 10 a.m. 
“World on the Edge” 
The Worship Associates Annual Auction Service with Special Music — 
Mobilizing People to Save Our Environment. 


O Son of Being! 
My love is My stronghold; he 
that entereth therein is safe and 
secure, and he that turneth away shall 
Surely stray and perish. (Baha’u’llah) 


Greenbelt Baha’i Community 
1-800-22-UNITE 301-345-2918 
Greenbelt.Bahai.Info@gmail.com www. bahai.us 


101 Greenhill Road 
Greenbelt, MD 20770 — (301) 474-4212 
www. .greenbelibaptist.org 


Welcome! 


Sunday 
Sunday 
Wednesday 7:00pm Prayer Meeting’Bible Study 


ALL are Welcome! | 
\Q Helping People Connect with Christ and His Family Through Loving Service” J 


9435 am Sunday School 
11:00 am = ‘Worship Service 


St. George’s Episcopal Church 


Join us around a table where all are welcome! 


cick Len, 


Services 
¢ Sundays 
8 a.m. simple, quiet service (no music) 
10 a.m. main service 
(music includes a mixture of acoustic guitar, piano and organ music) 


¢ Wednesdays 
7 p.m. service with healing prayers (no music) 


7010 Glenn Dale Road (Lanham-Severn Road & Glenn Dale Road) 
301-262-3285 | rector@stgeo.org | www.stgeo.org 








HOLY CROSS LUTHERAN CHURCH 


6905 Greenbelt Road ¢ 301-345-5111 
ww.myholycross.org « myholycross@verizon.net 
Worship 8:15 a.m. & 10:30 a.m. 


AE, ay 
| 6:00 p.m. Informal Worship 
inday School & Bible Class 9:30 a.m. 


Easter Sunday — April 8th 
Special Festival Service at 9:30 a.m:! 
Holy Cross Lutheran Church is a traditional Bible-believing, 


Christ-centered congregation! Join Us! 
Join us on Facebook at Holy Cross Lutheran Greenbelt 


PHOTO BY ERIC ZHANG 








Thursday, March 15, 2012 


Saturday Bird Walk 
Offered in Bowie 


Prince George’s Audubon 
Society will host its monthly 
half-day bird walk at Governor 
Bridge Natural Area, Governor 
Bridge Road in Bowie on Satur- 
day, March 17 at 7:30 am. At 





this time of year, waterfowl and 

resident and migrating woodland Saturday, Greenbelt 

and field birds may be seen, with March 24 Elementary S cho ol 
a good chance of spotting raptor 

flyovers at this Patuxent River 10:00 am - Spring Fair 


forested floodplain. Beginners 
and experts are welcome. Wa- 
terproof footwear and binoculars 
are suggested. Birders should 
meet at the parking lot. There 
is no fee. 

For more information call 410- 
765-6482. 





L / Ty l 


MEETINGS FOR THE WEEK OF MARCH 19-23 


Monday, March 19th at 7:00 p.m. COUNCIL EXECUTIVE 
SESSION at Greenbelt Municipal Building, 25 Crescent 
Road. 


Wednesday, March 21st at 8:00 p.m.,COUNCIL WORK SES- 
SION with Greenbelt Access Television (stakeholder) at 
the Greenbelt Community Center, 15 Crescent Road, 


This schedule is subject to change. For confirmation 
that a meeting is being held call 301-474-8000. 


VACANCIES ON BOARDS & COMMITTEES 
Volunteer to serve on City Council Advisory Groups. There 
are currently vacancies on: Arts Advisory Board, 
Employee Relations Board, Forest Preserve Advisory 
Board, Greenbelt Advisory Committee on Environmental 
Sustainability, Public Safety Advisory Committee and 
Senior Citizens Advisory Committee 
For information call 301-474-8000. 


yy GREENBELT ANIMAL SHELTER 
» eae 550-A Crescent Road 
(behind Police Station) 


Big Daddy’s Birthday Bash was a great 
, success! Thank you so much to all who 
| supported us and helped make this 
event possible. A special thank you to 
the Greenbelt Volunteer Fire Depart- 
ment, Costco, BJ’s Wholesale Club, 
Generous Joe’s, Three Brothers, Giant 
Food, and Chick-Fil-A! 
Congratulations to Billie, Himilaya, 
Leah and Penny on their adoptions! 
Much happiness in their new homes! 


a Marty is a dapper young fellow who 


is friendly and loves to play with 
toys. He is anxiously awaiting his new forever home! 
Come out and visit all of the available pets! The shelter 
is open on Wednesdays from 4-7pm and on Saturdays 
from Yam-12pm or by appointment. INFO: 301.474.6124. 
Donations welcome! Like us on Facebook! 


ASK THE EXPERT-BREAST CANCER 
Tuesday, March 20 at 11am 
Green Ridge House, 22 Ridge Road 


Have you or a loved one been affected by breast cancer? Are 
you interested in learning about ways that you can contribute 
to the cause? Do you just want to learn more about the dis- 
ease? If so, please come to the GAIL program's Ask the Ex- 
pert cable show taping with Deborah Wilson of Breast Health 
Inc. Ms. Wilson is a breast cancer survivor and the Founder 
and Executive Director of Breast Health, Inc. a public charity 
in Prince George's County, Maryland. Breast Health, Inc. pro- 
vides support services to low-income breast cancer patients 
as well as community outreach, educational workshops and 
prevention awareness. 


For more information or to RSVP, please contact Sharon 
Vanzego-Johnson at svanzego-johnson@greenbeltmd.gov 
or 301-412-2480. 





Join us for the 


66 Ridge Road 


Games * Fun * Food 
Prizes % Book Fair 


Proceeds benefit the school 
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~ 75th Anniversary 


of the 
Greenbelt NewsReview 


at the Greenbelt Marriott 


November 18, 2012 


Tickets to go on “ soon! 
Please check future issues of the newspaper 
for more information. 
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I} GREEN BELT 


community. culture. cooperation. 


Greenbelt’s 75th Anniversary 
GALA DINNER DANCE 


October 13, 2012 


Tickets go on Sale 
March 21, 2012 at 10:00 a.m. 


To Celebrate Greenbelt’s 75th Anniversary a GALA Dinner 
Dance will be held at Martin’s Crosswinds in Greenbelt, Mary- 
land from 7:30 p.m. to 11:30 p.m. and will feature Peaches 
O’Dell & Her Orchestra. 


Tickets are $65.00 each and may be purchased in person or 
with a credit card over the phone at the Greenbelt Community 
Center business office 10:00 a.m. until 4:30 p.m. on Wednes- 
day, March 21st by calling 240-542-2058. 


After March 21st tickets may be purchased at the Greenbelt 
Community Center by walk in or over the phone from 9:00 
a.m. to 4:30 p.m. Monday thru Friday. For information or to 
purchase by phone please call 240-542-2058. 


Make sure you get your tickets early. This will be the hottest 
ticket in town and once the event is sold out, tickets will not 
be available. 


REGISTER NOW FOR THE SYMPOSIUM: 
SUSTAINING GREENBELT’S LEGACY 
Friday, April 27, 9:30-5:30 & Saturday, April 28, 9:30-2:30 
Symposium: Academics from several universities, city staff 
and Greenbelt residents examine the city’s enduring legacies in 
terms of community planning, recreation, cooperative ventures 
and citizen activism. Dr. Mervyn Miller, an English planning his- 
torian, delivers a keynote address, “From The British Garden 
City to Greenbelt and Back to the English New Towns.” at 1:00 
pm, Saturday. For additional information contact Dr. Isabelle 
Gournay at gournay@umd.edu or www.greenbeltmd.gov/75 
Greenbelt Community Center, 15 Crescent Road, Greenbelt, 


MD 20770 301-507-6582 Fee 
Registration Forms Available at 


www.greenbeltmd.gov/75 


How This City 


Was Bullt 
Greenbelt’s 75th Anniver- 
sary Committee invites you 
to discover the treasures of 
Greenbelt’s history stored in 
its public library (11 Crescent 
Road) in the Tugwell Room. 
Rexford Tugwell headed the 
Resettlement Administra- 
tion which planned the con- 
struction of the “Greenbelt 
Towns’. Tugwell worked di- 
rectly with President Frank- 
lin Roosevelt. 


Few cities in Maryland have 
archival research centers 
which include: audio cas- 
settes of oral histories, pho- 
tographs, maps and blue- 
prints, memorabilia, plus 
some 500 books and period- 
icals. The Tugwell Room, lo- 
cated on the Library’s main 
floor, will be open on Satur- 
day, March 24 from 10:00 
AM to noon. Tom Simon, re- 
tired librarian and long-time 
chief archivist and Brenda 
Cooley will be available to 
assist participants explore 
the room and discuss their 
findings. 





Like us on 
Facebook! 
m=’ Cityofgreenbelt 


Your artistic talents are needed! We are inviting all children, ages 4-12 to 


HEY 
KIDS: 


participate in the Greenbelt Recreation 


SUMMER POSTCARD CONTEST! 


We need you to draw a picture of the theme 


“SUMMERTIME IN GREENBELT!”" Be creative and colorful! 
Where is your favorite place to play? What activities do you like to do? Submit- 


ted drawings will be posted on the city's Facebook page. 


Everyone will be invited 


to “vote” for their favorite by “liking it!" The winning design will be featured on 


the Greenbelt Recreation Summer postcard that is mailed out to ALL GREENBELT 
RESIDENTS! GOOD LUCK! 


Drawings posted on the Facebook Page will not feature the child's name. 
submitted by April 2, 2012 to the Greenbelt Youth Center, 99 Centerway, Greenbelt, MD 
20770. Voting on Facebook will take place the week of April 3-10. 

Entry forms for the contest can be downloaded from www.greenbeltmd.gov or 
you can pick one up at the Greenbelt Youth Center. 


Drawings must be 
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SOUTH CORE continued from page 1 


School that will cover North Core 
issues. 

Another workshop there will 
discuss conceptual alternatives and 
a workshop scheduled for April 
19 at the same school will discuss 
the preferred set (of alternatives). 
Following those workshops, the 
draft sector plan will be released 
to the public in July and a public 
hearing scheduled for September. 

Williams also said the plan- 
ning horizon being postulated for 
the Sector Plan area extends out 
to 2040. 

Craze provided council an out- 
line of two possible land use 
concepts that have been developed 
by her and the planning staff to 
address city concerns about the di- 
rection being taken by the Sector 
Plan, based on illustrative schemes 
provided to council at the Febru- 
ary worksession. 

Land Use Concept I 

The staff's Concept I, assuming 
mixed use development, will take 
place at the Metro North Core 
site. That is, there would not be 
a GSA tenant at the North Core 
and both North and South Core 
developments will be consistent 
with the current approved plans: 
2,250 dwelling units, 1.3 million 
sq. ft. of retail, 1.2 million sq. ft. 
of office and 300 hotel units. For 
Franklin Park, the existing ap- 
proved density would be retained 
and a pedestrian connection from 
Cherrywood Lane (in the vicinity 
of the SHL Recreation Center) 
to the Metro Station should be 
provided. 

Office development at the 
Capital Office Park and Belle 
Point sites will retain existing 
approved development (approxi- 
mately 550,000 sq. ft. for Capital 
Office Park). 

In addition, a potential for 500- 
600 dwelling units at Beltway 
Plaza is possible if it is part of a 
comprehensive (entire mall prop- 
erty) mixed-use redevelopment 
plan and subject to detailed De- 
velopment District Overlay Zone 
design requirements. 

Infill retail and office devel- 
opment at the Golden Triangle, 
Maryland Trade Center and Capi- 
tal Office Park was assumed as 
well. A potential also exists for 
infill residential development at 
the Maryland Trade Center if it 
meets the housing needs of the 
city’s under-served populations. 

Greenway Center 

Greenway Center would remain 
as retail only with emphasis on 
incorporating green elements. 

All industrial land on the north 
side of Branchville Road should 
be eliminated and the existing 
Prince George’s Scrap yard prop- 
erty should be designated as a 
future park. In addition, an im- 
proved connection from Branch- 
ville Road to Lake Artemesia 
should be developed. 

The old Greenbelt Middle 
School and the school bus lot 
would be retained as Rural-Resi- 
dential zoning for institutional and 
Open space purposes. 

The intersection of Lakecrest 
Drive and American Legion Drive 
should be redesigned as well, 
closing the existing intersection, 
extending Lakecrest Circle to 
intersect with American Legion 
Drive and removing the aban- 
doned section of Legion Drive 
pavement between the new and 
the abandoned section. 

Streetscape improvements 
throughout the Sector Plan area 
would also be developed, with 
an emphasis on complete, green 
streets and pedestrian safety. 


The Greenbelt Crossing de- 
velopment (at the site of the old 
nursing facility just west of the 
Armory) should be developed 
consistent with approved plans 
(90 multi-family dwelling units) 
or considered as a possible site for 
a new Greenbelt Volunteer Fire 
Department facility. 

Land Use Concept II 

The second city concept as- 
sumes a GSA tenant would end 
up at the Metro North Core site. 
This would be expected to be a 
secure campus with approximately 
2.2 million sq. ft. of office with 
no on-site public facilities. There 
should be a service retail compo- 
nent and parking that serves Metro 
and MARC riders. 

The South Core would be de- 
veloped consistent with approved 
plans (983 dwelling units and 
115,000 sq. ft. of neighborhood 
service retail). An additional 
1,500 to 2,500 dwelling units 
could be added to Franklin Park 
as part of a balanced redevelop- 
ment plan providing for open 
space, recreational facilities, pe- 
destrian/bicycle connections and 
a mix of housing types that meet 
the city’s housing needs. 

A pedestrian connection be- 
tween Franklin Park and the 
Metro is recommended and as- 
sumptions for the Beltway Plaza 
property would be the same as for 
Land Use Concept I. 

Land Use Concept II also in- 
cludes a provision that the approx- 
imate 15 acres of undeveloped 
land in the Capital Office Park 
property on the northwest side of 
Cherrywood Lane be designated 
as future city parkland. 

The remaining provisions for 
Land Use Concept II dealing 
with infill retail and office de- 
velopment, Greenway Center, the 
industrial properties at Branch- 
ville Road, Greenbelt Middle 
School, Lakecrest Drive changes, 
streetscape improvements and 
Greenbelt Crossing are the same 
as those shown in Land Use Con- 
cept I. 

During Craze’s presentation 
several questions were raised 
about parcels in the Sector Plan 
Area concerning underlying zones 
for particular parcels. Among 
these were concerning the un- 
derlying zone for the American 
Legion Property, the best zone for 
the old Greenbelt Middle School 
properties and a question posed by 
Craze herself regarding the “vest- 
ed rights” that present or future 
owners of Franklin Park might 
claim for the Mixed-Use-Infill 
(MUI) category assigned at the 
time of the approved Conceptual 
Site Plan several years ago. 

She noted that these are 1m- 
portant issues when decisions 
are made for any Sectional Map 
Amendments at the time of Sec- 
tor Plan approval. She added that 
the ultimate decision on the MUI 
status for Franklin Park could 
influence the appropriate zoning 
category for the Beltway Plaza 
property. 

Williams said he tended to be 
fairly conservative on the ques- 
tion of what is considered vested 
rights. 

Council Commentary 

Council generally welcomed 
Williams’ update regarding chang- 
es made to the illustrative schemes 
and abandonment of the High 
Residential scheme. They ap- 
preciated his willingness to blend 
the city staff proposals into a new 
second concept reducing the po- 
tential increase of new residential 
units as the plan progresses. 


GREENBELT NEWS REVIEW 


Davis suggested that Williams 
speak with Berwyn Heights repre- 
sentatives and the Board of Edu- 
cation on the developing plans. 

In response to a question from 
Councilmember Edward Putens, 
Williams said that his team has a 
lot more work to do on the con- 
cepts. When completed, he said, 
there will be a fairly voluminous 
document serving as an appendix 
to the proposed Sector Plan, with 
sections on traffic, employment, 
population and other issues. 

Councilmember Rodney Rob- 
erts was somewhat skeptical re- 
garding the Franklin Park plans. 
He believed there needed to be 
better housing choices and a good 
mix of housing to transform it 
into a viable community. 

Councilmember Leta Mach 
reminded Williams that a plan for 
some kind of east-west connector 
linking the proposed South Core 
community to Cherrywood Lane 
would entail difficult choices 
because of the environmental sen- 
sitivity of the land a road would 
have to traverse. 

Greenbelt Road 

Councilmember Emmett Jordan 
wanted a better idea about pro- 
posed improvements for Greenbelt 
Road. Williams said that there 
may be need for a “road diet,” 
meaning a reduction in some 
lanes. He recognized the chal- 


lenge in incorporating sidewalks, 
street trees and bicycle access into 
a new design. He also especially 
noted the challenge associated 
with any kind of pedestrian 1m- 
provement at the Greenbelt Road 





and Kenilworth Avenue intersec- 
tion. 

His comments raised concerns 
among councilmembers regard- 
ing the long-planned and aborted 
neighborhood street improvement 
plan that had been undertaken 
by the Maryland Department of 
Transportation and the fact that 
plans completed for that proj- 
ect cannot be found. Everyone 
agreed those plans could be of 
some use in the Sector Plan en- 
deavor. Jordan also noted that 
he saw limitations in the access 
points serving the Golden Tri- 
angle, where there could be im- 
provements. 

Kapastin, invited to present 1s- 
sues the Beltway Plaza Mall had 
with the development concepts, 
provided council with written 
remarks. His main point was 
that “an additional competitive 
shopping center is not needed in 
Greenbelt West.” Kapistan also 
noted that economic studies bear 
out that conclusion, as well as 
studies done by Delta Associates 
and others showing that residential 
expansion is needed in Greenbelt 
West because of the Beltsville 
Agricultural Research Center and 
subcontractor expansion in the 
area. 

He also provided an update on 
ongoing renovations at the mall. 
He noted the mall planners had 
reduced the proposed size and 
scope of the plan for its proposed 
mixed-use development in the rear 
portion of the shopping center 
from 1,400 dwelling units to 700 
units. 
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He hoped council would give 
the revised Conceptual Site Plan 
a better reception than its previ- 
ous negative position. He closed 
with an invitation to council and 
Greenbelt residents to visit the 
upgraded shopping center and see 
for themselves the improvements 
undertaken at the mall. 

The message from city staff 
and council was that Beltway 
Plaza redevelopment efforts 
should take place in the context 
of an overall center-wide compre- 
hensive plan. 


Patuxent Visitor Center 
Wildlife Art Show 


The Friends of Patuxent is 
hosting the 23rd Annual Friends 
of Patuxent Wildlife Art Show 
at the National Wildlife Visitor 
Center in Laurel on Saturday, 
March 24 from 9 a.m. to 4:30 
p.m. and Sunday, March 25 from 
11 am. to 4:30 p.m. This will 
be a chance to spend time sur- 
rounded by nature at the Patux- 
ent Research Refuge and enjoy 
beautiful wildlife art by nearly 
35 nationally recognized wildlife 
artists, artisans and crafters. The 
art show is free and open to the 
public. 

For more information call 301- 
497-5789 or visit www.friendsof- 
patuxent.org . 

The National Wildlife Visitor 
Center is located at 10901 Scarlet 
Tanager Loop in Laurel. 


NOTICE OF THE ANNUAL 
MEMBERSHIP MEETING 


OF THE GREENBELT 
CONSUMER COOPERATIVE 


The Greenbelt Consumer Cooperative will hold itt Annual Meeting for 

the Greenbelt COOP Grocery Store and Pharmacy on Saturday, 
April 14, 2012 at 10:00 a.m. in the Multi-purpose Room of the Greenbelt 
Community Center. Light refreshments will be served. 


The agenda includes: 


¢ Reports by the Treasurer, the General Manager, and the Board Chair. 


e Election of four members to the Board of Directors 


One Board Member — Donna Hoffmeister — is running for re-election. The 


GCC 1s seeking three other members willing to serve as Directors. The terms 


of the remaining directors — Laura Fisher, Bill Stoddard and Joe Timer have not 


expired. 


Voting on bylaw changes regarding notification of GCC’s annual meeting. 


Copies of the changes are available for review at the Service Desk and at 
http://www. greenbelt.coop/bylaws. 


Presentation of the Jim Cassels’ Community Service Award to this year’s 


recipient. According to the Co-op’s bylaws, 25 members constitute a quorum. In 


the absence of a quorum, those present can schedule another meeting, which can 


proceed even in the absence of a quorum. 


A drawing for door prizes will be held after the business portion of the meeting. 


Call 301-474-0522 with questions or for more information. 


Note: Voting members have $100.00 in their member capital account. 
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okay with taking time for myself.” 
When asked if there was a super- 
power she would like to possess, 
she quickly answered, “to split 
into several places at once!” 
Dirksen is passionate about 
bringing visual arts into the 
schools. “In P.G. County,” she 
says, “it is a huge challenge not 
having art classes every week. 
We have to fight harder than other 
schools in the D.C. area just to be 
able to have art at all.” 
Fortunately for Dirksen, who 
loves teaching, the Greenbelt and 
College Park communities sup- 
port art education and she teaches 
regularly in both towns. She 
teaches drawing classes to children 
ages 10 to 15 on Monday nights 
as part of the College Park Arts 
Exchange (CPAE). Currently, she 
teaches pre-school music and art 
at the Community Center with 
fellow Greenbelter Anne Gardner. 
Dirksen also has an ongoing 
silver soldering class on Thursday 
nights at Gail’s Violin Shop in 
College Park. When asked how 
she keeps it together staying so 
busy, Dirksen responds, “I get 
inspired by everything — being 
outside, teaching kids, learning 
from my own kids — I get excited 
and feel driven to be involved.” 
Graphic Designer 
Dirksen lived in San Fran- 
cisco where she was a graphic 
designer for JP Morgan Chase; 
her husband, Matt, was in gradu- 
ate school and her oldest child, 
Jaden, was born. They moved 
to Greenbelt in 2001 with second 
child, Raina, on the way and set 
up their first home in Greenbelt 
Homes, Inc. Youngest daughter, 


Linden, was also born here and a 
move to a single-family home in 
Lakeside soon followed. 

Dirksen is no stranger to the 
area, having grown up in Up- 
per Marlboro. She attended St. 
Ambrose Elementary School and 
Elizabeth Seton High School. “T 
remember running around Green- 
belt Lake in high school,” she 
says, “and I remember running 
past this very house,” referring to 
her current residence. 

Dirksen has been involved in 
the Greenbelt community since 
arriving here and she stays in- 
volved, believing, she says, that 
“the excitement and inspiration 
I share with and gain from our 
community impacts my family as 
a whole.” She figures she will 
be teaching, painting and making 
jewelry for several years to come. 
“T really love it,” she says. 

As time goes on, she would 
like to become more published 
and recognized for her art. For 
now, however, she is content to do 
freelance illustrating and painting 
for friends. “It works out well 
because right now I’m so busy,” 
she says. Currently, Dirksen is 
collaborating with Amy Hansen 
on a graphic novel, for which they 
received a $1,000 Prince George’s 
Arts Council grant. The goal is to 
go to elementary schools and use 
the book to demonstrate how to 
start a graphic novel. 

PTA President 

“The beauty and the gift of 
being PTA president this year 
was getting to know the principal, 
staff and families,” she says, “but 
even when I’m not wearing the 
president’s hat anymore, I'll still 


These are just a few of the great 


Prices Effective: MARCH 


S M T W T F S 
ce [| arf =| oof oe 


=} ttt 


Fresh Quality Meat Farm Fresh Produce 
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Fresh 
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3% 
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be involved.” 

She and Gardner are currently 
helping GES put on a produc- 
tion of Chris Cherry’s “Summer 
Circus,” which will be performed 
May 11 at the school. In addi- 
tion, she would like to get raised 
garden beds planted at GES. 

There is a lot on Dirksen’s 
plate and her mind, but “many 
hands make work light,” she says, 
and this means a lot of people 
working together, each doing his 
or her part for the whole. “If 
you take even the littlest piece 
out, things won’t function as well. 
Each piece is just as important as 
the next and this then allows for 
more sustainable leadership.” 

When asked if there are simi- 
larities between “artist” and “art 
teacher,” Dirksen quickly says, 
“Yes!” 

“When I’m painting or other- 
wise creating,” she says, I tap into 
the same energy and that comes 
with the pleasure and the joy of 
seeing finished work — mine and 
the children’s.” She adds, though, 
that a challenge in teaching 1s dif- 
ferent from challenges that may 
arise as an artist. “Every child 
learns differently,” she says, “so 
there can be difficulty in catering 
to each different learning style.” 

Women in Power 

A champion of women’s move- 
ments, Dirksen was a staff coor- 
dinator for Women In Power, a 
healing circle of women searching 
for discovery and empowerment 
by digging into painful issues 
within themselves. She is also 
active in the Red Tent Temple 
Movement, a grassroots women’s 
group that comes together every 
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Assorted 


Yogurts 6 oz. 
Kraft 

Cracker Barrel 
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new moon, according to Dirksen, 
“to just ‘be.’ Participants knit, 
sleep, relax — whatever they want 
to do to just ‘be’.” The idea 
is that women will take care of 
themselves and therefore of each 
other, beginning with a state of 
being rather than a continual mode 
of doing. 

Dirksen is excited about an 
upcoming All-Women’s Sundance 
taking place this summer in Ver- 
mont. “It’s 10 days of prayer for 
the healing of the earth,” she says. 

Kunsi Keya Tamakoce (Grand- 
mother Turtle) builds on a spiri- 
tual connection to the earth and 
encourages living in harmony with 
the natural world. It empowers 
women to reclaim their roles as 
wise leaders. It is evident that 
this, too, 1s important to Dirksen. 
When asked why women’s his- 
tory 1s important, she points to 
her youngest daughter, who has 
just come out onto the porch. It’s 
clearly obvious why women and 
their history — and their future — is 
vital to her. “It’s important that 
women know that we all have an 
amazing role in being just where 
we are. And we really aren’t all 
that different.” 

“My mom is a very nice mom 
and she let me get pizza today,” 
says six-year-old Linden. Then 
she is off to continue face-paint- 
ing. Linden’s friend, who 1s vis- 
iting, comes out onto the porch 
moments later, face covered in 
paint, to show Dirksen her latest 
art project and explain it. 

Moments later, the youngest 
Dirksen returns, in tears, because 
She has hurt her hand. All it 
takes is a kiss from Mom and she 
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is off and running with her friend 
to continue the tea party on the 
sidewalk. 

“She got to accept an award 
from CampFire USA today,” says 
Mom. “We represented GES, 
which received an award for fab- 
ric arts and we have a tapestry 
hanging in Beltway Plaza.” 

Artist, teacher, wife, mother of 
three and so much more, Dirksen 
says that her biggest accomplish- 
ment is her children. 

She adds, though, “I hope that 
I have made a difference in the 
lives of the children I have taught. 
I hope that I have nurtured the 
creativity in them and that maybe 
they can have successful careers 
in visual arts.” 

Examples of Dirksen’s jewelry 
and paintings can be seen on her 
website, www.lfdstudios.com. 


NAMI Support 
Group Meets 


The National Alliance on 
Mental Illness (NAMI) New 
Carrollton Area Support Group 
will meet at the Hanko Building 
at Beckett Field, 8511 Lega- 
tion Road, New Carrollton on 
Monday, March 19 from 10 a.m. 
to noon. This supportive work 
group prepares the mailing and 
provides other volunteer tasks 
while sharing their mental health 
experiences and each other’s 
challenges and solutions. 

All are welcome. For more 
information call Dominique 
Thomas at 301-385-1699 or 
email nami.dom@domthom.com. 
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Police Blotter 





Based on information released by the Greenbelt Police Department, http:/www.greenbeltmd.gov/police/index.htm, link in left frame 
to “Weekly Report” or http://www.greenbeltmd.gov/police/weekly_report.pdf. 


Robbery 

March 6, 1:21 a.m., 5700 
block Greenbelt Metro Drive. A 
22-year-old D.C. man was ar- 
rested and charged with armed 
robbery, robbery and Ist degree 
assault. He was transferred to 
the Department of Corrections for 
a hearing before a district court 
commissioner. 

March 6, 8:03 p.m., 9100 
block Springhill Lane. An at- 
tempted robbery occurred when 
some people were approached by 
two men who demanded money 
but fled after a struggle. They 
are described as black males in 
their 20s, 6’ tall, wearing black 
jeans and black coats. 

Drug Arrest 

March 2, 11:52 p.m., 6200 
block Springhill Court. A 
24-year-old Hyattsville man and 
a 26-year-old Greenbelt man were 
arrested and charged with multi- 
ple offenses including possession 
of marijuana and drug parapher- 
nalia. They were transferred to 
the Department of Corrections for 
a hearing before a district court 
commissioner. 


DWI/DUI 

March 2, 1:18 a.m., Greenbelt 
Road at Kenilworth Avenue. A 
70-year-old Greenbelt man was 
arrested and charged with multiple 
alcohol-related traffic violations af- 
ter a traffic stop. He was released 
on citations pending trial. 

Burglary 

March 2, 1:01 a.m., 6100 
block Springhill Terrace. Cur- 
rency was taken. 

March 2, 2:19 p.m., 6200 
block Breezewood Court. An at- 
tempted burglary occurred. 

March 5, 8:25 p.m., 6800 
block Landon Court. A televi- 
sion was taken. 

Trespassing 

March 4, 8:22 p.m., unit block 
Crescent Road. A 53-year-old 
Greenbelt woman was arrested 
and charged with trespassing on 
private property. She was re- 
leased on citation pending trial. 

Vandalism 

March 2, 4:16 p.m., 7700 
block Hanover Parkway. A win- 
dow was broken. 

March 7, 6:13 p.m., 7700 
block Greenbelt Road. A win- 


dow was broken. 
Vehicle Crime 

Three vehicles were reported 
stolen: a gold 2003 Mercedes 
taken from the 100 block West- 
way, a gray Chrysler Town and 
CountryVan taken from the 9000 
block Breezewood Terrace and a 
silver 2005 Pontiac Grand Prix 
taken from the 6200 block Sprin- 
ghill Court. 

A white 1991 Dodge Caravan 
stolen from 16 Court Ridge Road 
was located March 7 on Ke- 
nilworth Avenue at the Beltway. 
No arrests were made. 

There were six reports of 
thefts from autos: 7100 block 
Mathew Street (handicap plac- 
ard), 7400 block Greenbelt Road 
(purse), 5800 block Cherrywood 
Lane (GPS unit), 100 block 
Westway (stereo faceplate), 9100 
block Edmonston Road (cell- 
phone and currency). 

Vandalism occurred in two lo- 
cations. A window was reported 
stolen in the 200 block Lakeside 
Drive and a window was broken 
in the 5800 block Cherrywood 
Lane: 


Dates and times are those when police were first contacted about incidents. 


St. Patrick’s Day 
Patrols and Rides 


ae With St. Patrick’s 







Day falling on Satur- 
day, March 17 the 
Greenbelt po- 
lice have an- 
nounced plans 
for additional 
officers patrol- 
ling the roadways 
to combat drunk driving dur- 
ing the evening and overnight 
hours. 

Since 2000, 50 percent of 
all crash fatalities in the mid- 
Atlantic region on St. Patrick’s 
Day have been alcohol-related. 

In addition, police remind 
party planners of the “Keep the 
Luck of the Irish Alive. Don’t 
Drink and Drive” SoberRide 
campaign. By dialing 1-800- 
200-8294 a free ride home (up 
to $30/fare) is available to call- 
ers age 21 or older the night of 
St. Patrick’s Day — from 6 p.m. 
on Saturday, March 17 to 6 a.m. 
Sunday, March 18. 


The Department is offering a reward of up to $1,000 for information leading to the arrest and conviction 
of a suspect in any of the unsolved crimes reported in the blotter. 


Call 1-866-411-TIPS. 


People may anonymously report suspected drug activity by calling the Drug Tip Line at 240-542-2145. 





Join us for our Spring Twilight menu 


2 Dinners for $22 


Dinner includes choice of soup or salad, entrée, and dessert. 


NOW SERVING 


TUESDAY THRU THURSDAY 5-7PM 
FRIDAY & SATURDAY 5-8PM 


Choice of Appetizer 
Hand crafted Soup of the Day 
House Salad with choice of dressing 


Choice of Entrée 
New York Strip Steak with Peppercorn Demi Glace 
Chicken Marsala 
Fettucini Carbonara 
Add Grilled Shrimp for $4 More 
Baked Flounder filet with a Cucumber Dill Sauce 


Grilled Pork Chop with Carmelized Apple Bourbon Sauce 


All Non Pasta Dishes are served with your choice of mashed potatoes 
or rice pilaf, and seasonal vegetables 


The Finishing Touch 


Please choose one of the following desserts: 


Chocolate Mousse, Peach Melba and Cream, Créme Brulée 
Ice Cream available for a $1.25 additional charge 


All Dinners Include choice of Dessert 
Please, We Request No Substitutions 
Tax and gratuity not included 
Dine in Special only 
Reservations only for 8 or more 
Menu not available for over 20 people 
Gratuity added for parties of 6 or more 
No other discounts apply 


Located inside the Greenbelt Marriott Hotel 
6400 Ivy Lane Greenbelt, MD 20770 
301.441.3700 
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from a $15,000 budget. The city 
has worked before with Mendoza, 
Ribas, Farinas & Associates and 
was satisfied with their work. 

Mayor Judith Davis said that 
the 55,000-square-foot building is 
sealed so tightly that air circulation 
is low, a condition that can lead to 
mold growth. McNeal said it is 
difficult to maintain comfortable 
temperatures throughout such a 
large, multi-floored facility. 

Mason Trappio, an employee 
of the center and physiology 
and neurobiology senior at the 
University of Maryland, said that 
he thinks the building, which is 
“built like no other,” 1s fine. 

“I’d rather have a mean old 
building doing mean things to 
your lungs rather than a hurricane 
doing mean things to me,” Trap- 
pio said. He also said, however, 
that he sees no reason for people 
to oppose the assessment. 

Fellow Community Center 
employee Phyllis Hines simi- 
larly does not have a personal 
problem with the building’s cir- 
culation. She said that she feels 
comfortable, yet she also said 
that issues like mold need to be 
addressed and that she supports 
“anything that’ll help solve the 
problem.” 

Meyer said that the “irregu- 
lar” circulation, which is usually 
either too hot or too cold, can 
be regulated quickly, although it 
can be difficult to do so. “We 
can regulate it fine, but it’s just 
a matter of turning it off before 
it gets to be like a fridge,” she 
said. 


NEW LOCATION 





Bezak Chiropractic and Rehabilitation 


has moved! 


Greenway Medical Center 
(behind CVS and Safeway) 
73500 Hanover Parkway 


#102 


Greenbelt, MD 20770 


Phone: 


301-220-0496 


Fax: 301-220-2303 


www.bezakchiroandrehab.com 
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PHOTO BY BARBARA SIMON 


City Councilmember Emmett Jordan joins Rosemary Pez- 
zuto, CEO of CampFire USA Patuxent Area Council, head- 
quartered in Franklin Park, and CampFire USA members 
(I to r) Erik Palsson, Charlie Schaefer-Canner, Nylah Lee 
and Maya Lee in cutting the cake to celebrate the orga- 
nization’s 102nd birthday at Beltway Plaza Mall Sunday, 
March 4. Nylah and Maya are Greenbelt residents. 


CampFire 102nd Birthday 
Art Show Brings Crowd 


by Barbara Simon 


From Friday to Sunday, March 
2 to 4 the CampFire USA Patux- 
ent Area Council, which has its 
council headquarters in Franklin 
Park, held its 102nd Birthday and 
Art Show Celebration at Beltway 
Plaza. On Sunday, they were 
joined by members of the com- 
munity to have cake and recog- 
nize the youth participants. 

This year the National Art 
Project included works by stu- 
dents at Greenbelt Elementa- 
ry School and Greenbelt Mid- 
dle School, as well as work 
by youth who are members of 
the area council from around 
Maryland and the District of 
Columbia. The event also in- 
cluded craft demonstrations for 
the public led by parent and stu- 
dent volunteers. The theme was 
fabric art, with many different 
examples on display. Art work 
in other media was also included 
in the show, making for a varied 
exhibit. Also on display was the 
Freddie Mac Foundation Heart 
Gallery, which features foster 
children in need of adoptive 
families. Teen Leaders spoke 
with individuals who came to 
the exhibit about the need for 
adoptive parents and encouraged 
them to consider the options. 

Information about CampFire 
USA programs in this area was 
provided as well. Quantum 
Properties and Beltway Plaza 
Mall provided exhibit space and 
sponsored the celebration. 

Rosemary Pezzuto, CEO of 
the Patuxent Area Council, re- 
ported that over 500 visitors 
viewed the exhibits and over 
250 folks participated in the art 
activities. She remarked that 
CampFire USA art programs 
“provide youth the opportunity 
to explore creativity and the 
knowledge and skills that in- 
volvement in art provides.” Pe- 
zzuto also expressed thanks to 
local volunteers from the com- 
munity and staff from the school 
system and the City of Greenbelt 
for help in making the project a 
huge success. CampFire USA 
offers girls and boys up through 
age 21 many opportunities to 
learn and play together, building 
confidence and independence and 
strengthening families. 

For more information about 
CampFire USA programs in- 
cluding their camp programs 
for summer 2012, email info@ 
campfireusa-patuxent.org. 
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Greenbelt Community Emer- 
gency Response Team members 
Lester Whitmer, Karen Seaton 
and Ken Silberman completed the 
National Weather Service Basics 
I Skywarn storm spotter class on 
March 3. This free class teaches 
people how to spot and report 
hazardous weather to the National 
Weather Service. 

Leonie Penney sends greet- 
ings to her Greenbelt friends. 
She is still in rehab at Renais- 
sance Gardens, improving slowly 
but surely. The address is room 
3235 Oak Grove 2, 3160 Grace- 
field Road, Silver Spring, MD 
20904. 

Send us your reports of new 
babies, awards, honors, etc. to 
Share with our readers. We’d 
especially like to hear more 
from our neighbors in Greenbelt 
East and Greenbelt West (Frank- 
lin Park). To send information 
email us at newsreview@green- 
belt.com or leave a message at 
301-474-6892. 

— Kathleen McFarland 
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lf you have bothersome urinary symptoms, you may 
qualify for a research study. Qualified participants will 
spend 15-90 minutes reviewing a healthcare product 
and will receive reimbursement for their time. 


Do you: 

e start and stop? 

e have a weak flow? 
e go too often? 


www.troublegoing.com 


Call: 877-298-8308 


Why Is It Necessary To Replace Missing Teeth? 





Dr. David McCarl, Dr. Clayton McCarl, 
Dr. Monica Mattson, Dr. Jay McCarl 
McCarl Dental Group 





Replacing a missing tooth is 
important for several reasons. When 
you lose a tooth, your jawbone 
gradually loses strength and firm- 
ness, causing bone loss and changes 
in facial features. The loss of even 
one tooth can cause an unstable bite 
and chewing problems. Because 
remaining teeth often shift, proper 
cleaning becomes more difficult 
leading to periodontal problems 
and tooth decay. Teeth that have 
shifted no longer fit together prop- 
erly, which can create excessive 
wear, headaches, and many other 
problems. There are also concerns 
associated with the appearance of a 
smile with missing teeth. First im- 
pressions are made at a glance and 
nothing makes a better impression 
than a beautiful smile. Most adults 
feel extremely self-conscious about 
a gap in their smile. 

A dental implant restored with 
a crown looks, feels and functions 
like a natural tooth. Dental implants 
are safe, reliable and effective for 
single and multiple tooth restoration. 
Implants are made of a biocompat- 
ible titanium alloy and are placed 
in the jawbone, where they fuse to 
the bone, replacing the root of the 
tooth. In many cases, a temporary 
crown can be placed on the tooth 
immediately and replaced with a 
permanent crown. Implants typically 
last a long time (they won’t decay), 
and they are the best restorations in 
cases where the neighboring teeth 
are healthy and properly aligned. 


With the recent advances in min- 
imally invasive dental implants, more 
patients are candidates for permanent 
tooth replacement. Mini dental im- 
plants are popular because of their 
immediate use and also because they 
are less invasive, less expensive, and 
heal faster than traditional implants. 
The most common use of mini dental 
implants is stabilization of dentures. 

The bottom line for many dental 
implant patients is that for the first 
time since they have had dentures, 


they can actually talk and chew with- 
out being afraid that their dentures 
will fall out or shift causing sores 
in their mouths. Patients are able to 
remove and replace the denture eas- 
ily so that they can clean their gums 
and dentures daily. 


Every dentist should listen to 
their patients’ concerns and goals for 
dental health and present a range of 
treatment options so the patient can 
choose a plan which best suits their 
dental needs. 


DENTAL CARE FROM OUR FAMILY TO YOURS SINCE 1924 


McCar DENTAL GROUP, PC 


Greenbelt, Maryland 


$45 New Patient Introductory Offer 


Offer Includes: Exam, Cleaning and Necessary X-rays ($295 value} 


Che Capital 


No longer the “forbidden” fruit. 


(With Dental Implants by the McCarl Dental Group.) 


If you are missing teeth, there has never 
been a better time for a DENTAL IMPLANT! 


The newest dental implants are easier for patients and much 
more affordable! They can permanently replace missing teeth ani 
securely anchor loose dentures and partials in one appointment. 


Visit the McCarl Dental Group in the morning, have your dental 
implant placed in less than an hour then go out and enjoy your 
favorite lunch. Eat comfortably! Laugh and talk with confidence! 


Your crown, denture or partial denture feels secure and is being 
held firmly in place -- for an extremely affordable price! 


Please visit us online for Special 


www.McCarlDental.com 
www.facebook.com/mccarldental 


McCarRL 
Dental Group 


Greenbelt - (301) 474-4144 
28 Ridge Road 


Millersville - (410) 987-8800 
Shipley’s Choice Medical Park 


Discounts 


COMPLIMENTARY IMPLANT CONSULTATION AND DIGITAL PANORAMIC X-RAY 


Please call McCarl Dental Group to make an appointment. 
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CLASSIFIED 


es 
AUTOMOTIVE 


TOYOTA TACOMA truck bed liner 
— fits 1996-2004, $50 OBO. Bob, 
301-653-8944 


HELP WANTED 


DRIVERS — 4 local CDL-A openings 
in White Marsh. Flatbed & tanker 
experience required! Great pay & 
benefits! Apply: www.goelc.com, 
1-866-336-9642 


DRIVERS — Getting home is easier. 
Chromed out trucks w/APU’s; chromed 
out pay package! 90% Drop & Hook, 
CDL-A, 6 mos exp. 888-247-4037 


DRIVERS — Dedicated runs! Consis- 
tent freight, top pay, weekly home-time 
& more! Werner Enterprises: 1-888- 
567-3104 


DRIVERS -— Industry leading pay, 
hometime, bonuses, benefits, 99% no- 
touch, 24 hr. dispatch, late model equip. 
CDL-A 2 yrs tractor/trailer exp. req. 
Logistics One, 1-888-598-4230, x120 


PERSONAL CARE ASSISTANT to 
Greenbelt gentleman with developmen- 
tal disability. Must love dogs and able 
to work nights/weekends. 267-884- 
5790 or camil888@comcast.net 


MERCHANDISE 


FREE — 2 beds: One queen platform 
bed with comfortable clean mattress. 
One super-twin (or small full) size bed, 
w/box spring and good clean mattress. 
You haul. (GHI house, through March) 
Call or email Sylvia at 540-477-2313 or 
srkeane@shentel.net 


FREE — Six metal tomato cages. Call 
301-474-1818. 


FOR SALE — 27” Whirlpool washer, 
brand new, never used, $250. 301- 
325-9600 


REAL ESTATE — SALE 


HOUSE FOR SALE -— 1A Research 
Rd. Renovated GHI 3 br, 1 ba end-unit 
frame. Large screen porch. Kitchen 
addition. $169,900. See pics; https:// 
sites. google.com/site/1aresearchroad/. 
Call David, 215-704-5514. OPEN 
HOUSE Sunday 3/18, 1-3. 


SERVICES 


COMPUTERS - Systems installation, 
troubleshooting, network, wireless 
computer design and upgrades, antivi- 
rus, anti-spam, firewall. IBM, Dell, HP, 
Gateway. Prophetiks, 240-601-4163, 
301-474-3946. 


JACKIE’S CLEANING — No job too 
big or small. Estimates, 301-731-0115 


HOUSE CLEANING - I have Green- 
belt references. Free estimate. Melody, 
301-805-8370 


COMPUTER BASICS — Teaching 
basic computer skills, troubleshoot- 
ing, software/hardware installation, 
security, email, photo editing, Word, 
PowerPoint, Excel, creating basic web 
pages. Steve, 301-458-8066 


Efficiencies (Studios), 
$697/mo and 
1 Bedroom, $835-$911/mo. 
“Old Greenbelt’, affordable, 
within walking distance of 
Greenbelt fitness/Aquatic 
center and library. In-house 


laundry facilities, controlled 


access to building, individual 
garages for rent, excellent 
maintenance service 
included. Call Christine, 
301-474-4161 x147 





PATTI’?S PETSITTING — Let your 
furry, feathered, finned or scaled friend 
stay at home while you go away. Pet- 
sitting by a Professional Animal Care 
Specialist. All types of animals! Avail- 
able for mid-day walks. Insured! Very 
reasonable rates! Group discounts! 
References available. Call Patti Stange 
at 301-910-0050. 


WELL WRITTEN — Resumes, cover 
letters. Appeals to insurance compa- 
nies. Complaints to manufacturers, 
businesses. Sue, 301-474-2219 


HOUSECLEANING — Over 20 years 
in Greenbelt area! Weekly, bi-weekly, 
monthly or one time cleaning offered. 
Local references and free estimates 
available. Debbie, 301-459-5239 


HAULING & JUNK REMOVAL — 
Complete clean out, garages, houses, 
construction debris, etc. Licensed, free 
estimates. Mike Smith, 301-346-0840 


GREENBELT HOUSEPAINTERS — 
Reasonable daily rates. Satisfaction 
guaranteed. Homeowners association 
repair specialists. www.alldaypainters. 
com, 301-684-0017 


REPAIR AND INSTALLATION — of 
all types of roofs, siding, additions, 
windows, doors, bathroom, kitchen. 
See our photo gallery at www.Ram- 


boandRamboConstruction.com. 301- 
220-4222 


HARRIS LOCK & KEY — Mobile 
emergency service. Greenbelt, 240- 
593-0828. 


AFFORDABLE HOME IMPROVE- 
MENTS, small jobs and large senior 
discounts. Call for free review, 301- 
441-1071. 


TAX PREPARATION — Personal and 
corporate. Low fees. Experienced ac- 
countant, 25 years. Call Steve at RBS, 
410-761-1620. 


YARD SALES 


IN HOUSE SALE - Recently acquired 
(lots of) linens and things! Sheets (all 
sizes), mattress pads, tablecloths, cur- 
tains, bathing suits, costume jewelry, 
toys, cookbooks, cook ware, lovely 
gift items. Many are new! 3-C Plateau 
Place, March 17 & 18, 9-4 


RUMMAGE SALE — Sat., March 17, 
2012, 10-1. Emmanuel UMC, 11416 
Cedar Lane, Beltsville, 20705. 301- 
937-7114 


Smell Gas? 


(Sulfur or rotten eggs) 
Call Washington 
Gas Light 
800-752-7520 or 911 
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RATES 

CLASSIFIED: $3.00 mini- 
mum for ten words. 15¢ 
for each additional word. 
Submit ad with payment to 
the News Review office by 
10 p.m. Tuesday, or to the 
News Review drop box in 
the Co-op grocery store be- 
fore 7 p.m. Tuesday, or mail 
to 15 Crescent Rd., Suite 
100, Greenbelt, MD 20770. 

BOXED: $8.50 column 


inch. Minimum 1.5 inches 


Continental Movers 
Free boxes 
Local — Long Distance 


$80 x two men 
$90 x three men 


301-340-0602 
202-438-1489 


www.continentalmovers.net 


JC Landscaping 
Beds Trenched and Mulched, 


Annuals, Flowers, Perennials, 


Ornamental shrubs and trees installed, 


Small tree removal. 
Shrubs and small trees trimmed and 


pruned. New lawn seeding or sod. 


Free Estimates 


Thursday, March 15, 2012 


Buy. Sell. Rent. aa : | 


a Sarah Liska, Realtor 
WWW.LISKAGROUP.COM 


Go Online Today!! 


111 Periwinkle Ct ~ Boxwood, SFH 
26D Ridge Road ~ GHI, Block 
13E Hillside ~ GHI, Frame 


GREENBELT 
SERVICE CENTER 


Auto Repairs 
& Road Service 


A.S.E. Certified Technicians 
Maryland State Inspections 


161 CENTERWAY 








GREENBELT, MD 
(301) 474-8348 


($12.75). Deadline 10 p.m. 
Tuesday. 
NEEDED: Please include 


301-809-0528 





name, phone number and 
address with ad copy. Ads 
not considered accepted until 
published. 


PROPERTIES FOR SALE: 









23G Ridge Rd: 3 BR block corner unit w/ extra large 
| yard - Must see Kitchen - $154,900 


39K Ridge Rd: 2 BR block /1 Bath, priced to move 


REMENICK’S with AC credit - $129,000 


Improvements 
Call us for all your 
home improvements 


9S Research Rd: 2 BR with decorator's touch - private 
yard backs to woods 


3 BR w/ large addition, Owner is ready 


39F Ridge Rd: 
to make a deal - $165,000 


MHIC 12842 Lb 


301-441-8699 || 
| “Town Center Realt 


and Renovations 







Richard Cantwell- Realtor/ Broker 
301-441-1071 / 410-790-7099 
Check out our website: www.rich4rei 


NCB is dedicated to providing competitive 
fixed and adjustable rate mortgages for 
residents of Greenbelt Homes. For nearly 30 
years, NCB has been a premier leader in 
financing co-ops and condos nationwide. 
Whether you are purchasing your first home, 
refinancing an existing co-op loan or buying 
a single family home, make NCB your bank. 


Brittney Malsbary, Loan Officer 
(202) 349-7455 

(866) 622-6446 x3428 
bmalsbary@ncb.coop 


Apply Online: www.ncb.coop/bmalsbary 


Wc ncb 


a eld alae jal Con cooperative Bai eats olly-owned subsidi see Po nie affiliated non-profit corporation NCB Capital Impact. Each may provide loat 
EQUAL HOUSING separate e ali in the NCB Fina cial Group, all of which are Equal H enders. Deposit products and services are provided by NCB, FSB, which is sheet a FDIC. 





Looking 


| Should Have Borrowed 
From the Credit Union 


Looking back, it’s easy to see that you made a bad 


Rates as low as 2.5% on New Cars and as low as 
2.9% on Used Cars 


Call 301-474-5900 for more information. 
Apply online at www.greenbeltfcu.com 


GREENBELT FEDERAL CREDIT UNION 
112 Centerway 
Greenbelt, MD 20770 


deal financing your car anywhere but the credit union. 


It’s not too late to get out of reverse and drive 
forward. Talk to a loan officer about refinancing 


that loan. 


301-474-5900 


Rates listed are annual percentage rates and are subject to change without 
notice. Rates based on credit. 


We may be able to save you hundreds of dollars. 
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GHI continued from page 6 


Would MOC changes be allowed 
in individual units or would they 
be limited to all homes in a row 
or to entire courts? 

What if someone complains 
that smoking occurred within a 
unit but the alleged smoker de- 
nies having done so? 

Because the proposed MOC 
prohibits smoking in the “unit,” 
does this conflict with all other 
MOCs that define the unit as 
including both the home and its 
yard? Could smoking be banned 
in common areas? 

Resale 

Petitioners felt nonsmoking 
clauses would attract buyers and 
make homes more desirable. D1- 
rector Irv Wartel suggested it 
could have the opposite effect, 
however, deterring buyers and 
hindering sales. Would it be il- 
legal for GHI to refuse to sell 
a restricted unit to a smoker 
who wishes to smoke inside the 
home? 

Would a nonsmoking unit al- 
ways remain so or could the 
nonsmoking clause be deleted? 
Could the personal representative 
of a deceased member whose 
MOC contains the clause be 
allowed to remove it prior to 
marketing? 

According to Boswell, bylaw 
amendments are required to make 
changes to MOCs, currently the 
same for each member. Such 
amendments must be approved by 
two-thirds of the members voting 
on the change. Placing an item 
on the agenda for discussion at 
the annual meeting (held each 
May) requires a petition with sig- 
natures from 50 members. 

Other Communities 

“Did anyone research other 
communities?” asked board mem- 
ber Catherine McHugh. Bell said 
the thinking in federal housing 
currently being planned is that 
smoking will not be allowed 
inside homes or within 50 feet 
of buildings, much like on the 
campus of nearby Doctors Com- 
munity Hospital. 


Petitioner Linda Curtis offered 
that some rental properties have 
this clause in each lease and 
prominently post a sign, “This is 
a nonsmoking property.” 

[On another front, Maryland 
Representative Ben Kramer (D- 
Montgomery County) has intro- 
duced to the Maryland Legis- 
lature HB-1124, Public Health 
Nuisance — Tobacco Smoke — in 
Multi-unit Dwellings — Abatement 
and Enforcement Authority. If 
passed, this bill will add second- 
hand smoke to the definition of 
nuisance in Maryland’s Health 
General Article, thus allowing for 
a right of private action as well 
as action taken by a local health 
officer. 

Residents of multi-unit dwell- 
ings whose smoke does not inter- 
fere with the quiet enjoyment of 
neighboring residents will not be 
impacted by this legislation. ] 













Clean Currents Wind 
Simple, competitive price 
electricity for businesses 
John Lippert 
JOHNRMLIPPERT@aol.com 
301-507-6765 
Greening Greenbelt for 
22 years 


Missy’s Decorating 
WALLPAPERING 
INTERIOR PAINTING 


301-345-7273 


Md. Home Imp. Lic. #26409 
Bonded - Insured 


UPHOLSTERY 


Many Fabrics to 
Choose From. 

Free Estimates. 
Quick Return. 


LEW'S CUSTOM UPHOLSTERY 
301-345-7273 


Let my experience in Cooperative Mortgage Financing 
help you purchase or refinance your home! 


Debbie Pritts, AVP 
301.841.9588 


dpritts@monumentbank.com 


Monument 
DP Bank 


PROVIDING CAPITAL SOLUTIONS 


Allloans provided by Monument Bank are 
subject to credit approval and property 
appraisal. Some restrictions may apply. 


Member FDIC 


GASCH’S 


Funeral 


Home, PA. 


Serving Families in the Greenbelt Area ... 
... Since 1858 


¢ Traditional Funerals 
¢ Life Celebrations 

¢ Memorial Services 

¢ Simple Cremations 


« Pet Cremations 

¢ Caskets, Vaults, Urns 

¢ Monuments & Markers 
¢ Flowers 


4739 Baltimore Avenue @ Hyattsville, MD 20781 


301-927-6100 


www.gaschs.com 
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dp spay Pet Care 
Services 


146 
Pg re any rn 
When awaye= cal Git Wels ene he 
% 


Richard K. Gehring 
Home Improvements 
Remodeling & Repairs 
Carpentry * Drywall « Painting 
serving Greenbelt for 25 
years 
MHIC# 84145 
301-441-1246 


Long Work Days? Travel Plans? 
Mid-Day Dog Walking » Cat Care + and more. 


301-260-(TAIL) 8245 
info@maestrostail.com 
www.Maestros TailPetCare.com 


Pheasant Touch 


Gwen Vaccaro, RN & Esthetician 


26 years as an expert 
Skin Care Therapist in Greenbelt 


Facials & Waxing by Appointment 
Hours: Wed. & Fri. 3-8 ¢ Sat 11-4 


(thru March 22) You know us as JOHN & TAMMY, 


a household name in Greenbelt 
for over 14 years. We are the 
experts at cleaning your home 
and giving you more time. Time 
for grandchildren, children’s 
recreation and each other. Call, 
let a familiar and trusted name 
help you out. 


We offer : 
—Weekly, bi-weekly, or monthly 
service 
—Spring cleaning any time 
of the year 
—Window cleaning 
—Help for special occasions 
—FREE estimates 


301-345-1849 pleasanttouch.com 


Home & Business 


Improvements 
Remodeling-Repairs-Int. & Ext. Painting 
Bathrooms-Basements-Kitchens 
Ceramic Tile & Laminated Floors 
Pressure Washing-Deck Care-Sheds 


Wisler Construction 


& Painting Co. 
Serving Greenbelt since 1991 


301-345-1261 
www.wislerconstruction.com 
Owner has over 20 years experience 
Member of the Better Business Bureau 
MHIC40475 


Professionals with the 
Personal Touch 
Phone 301-262-5151 


Tina Lofaro 


(301) 352-3560, Ext. 204 
(301) 613-8377-Cell 


® PN C MORTGAGE” 


LEADING THE WAY 


FHA * VA * Cooperative Share Mortgages * Conventional Financing 


PNC is a registered service mark of The PNC Financial Services Group, Inc. 
(“PNC”). PNC Mortgage is a division of PNC Bank, National Association, a sub- 
sidiary of PNC. All loans are provided by PNC Bank, National Association and are 
Subject to credit approval and property appraisal. Some restrictions apply. © 2009 
The PNC Financial Services Group, Inc. All rights reserved. 


EQUAL HOUSING 


LENDER 


Law Offices of David R. Cross 
11715 Centerway 
Roosevelt Center 


301-474-5705 


GHI Settlements 
Real Estate Settlements Personal Injury 
Wills and Estates Traffic/Criminal 


AN YAN 30 Years of Legal Experience 


Family Law 


" Greenbelt Auto & Truck Repair Inc. " 


159 Centerway Road Y a 
Greenbelt, Maryland 20770 ~ [ 
DE 


301-982-2582 Lae cies the Air 


Maryland Department Www. greenbeltautoandtruck.com 
of the Environment A S E 


Master Certified Technicians 


A complete service facility equipped to 
perform all service requirements that your 
manufacturer recommends to comply with 
Preventive Maintenance service sched- 
ules & extended warranty programs! Also, 
routine repairs that keep your vehicles 
operating safely and reliably. 


¢ Now Offering! 
Auto-body, collision repairs and theft recovery damage 
A.S.E. Certified Technicians, 
Insurance Claims Welcome. 
Free estimates, please call for appointment a 
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Realty 1, Inc. 


UN MLW ELA 


301 982-0044 
Te 


Theresa Bradley 708-275-7775 
Linda Ivy 301-675-0585 
Denise Parker 202-538-1281 


Rem GUE daly 
eT We RL) 


The Leader in Greenbelt Real Estate 


Since 1986 


| Fresh 

ughout. 
Front den addit with vaulted ceiling. 
Boxwood Village - Remodeled rambler 
being sold by original owner. 3Br, 2ba 
on quiet cul-de-sac. Fenced yard and 
large deck at the ‘top of Greenbelt’. 
3 Bedroom GHI townhome - At the 


top of Rid NAD ES Brom play- 
groun 0 itchen, 
CO RA ,900 
Brick Townhome - Three bedroom GHI 
townho 0 . Fresh 
paint OL , Sepa- 
rate dining room, covered patio & more! 


Need to reach us right away? 


Text ‘Greenbelt’ to 88000 on 
your cell phone and get an in- 
stant response! We can show 
you any listing in Greenbelt. 

° ST TCC LU DEL 
cell phone and go 
directly to our web- 
site! Search all of 

= FMRI 


One Bedroom Upper Level Unit - 
Fresh paint, beautiful hardwood floors, 
nice kitchen and appliances. Large 
walk-in closet & lighted attic. $59,897 
Corner Lot and Addition - Large, 
fenced yard near USDA. 1st floor bed- 
room, tiled foyer, ceiling fans, attic stor- 
age, kitch. with lots of cabinets & more. 
Bargain! - 3 bedroom GHI townhome 
with hardwood floors throughout. Back- 
yard overlooks protected woodlands. 
Walking distance to Center. $115,000 
Block Townhome - Corner Lot - 3 br 
GHI ho al 

remodel | 

plan with extra storage. Huge Yard! 


Addition! UNDER 
has areara used as a 
living ONT Cr that 
you can buy for - don't miss it! 


2 Bedroom Towhome - Remodeled 
townhome with modern cabinets & 
appliances, new washerdryer all-in-one 
unit, shower surrnd. & more! $85,900 

Block Townhome With Addition - 2 


bedroo | ith 
additio | 
Town’. Call now to see this great home! 


2 Bedroom GHI Townhome - Great 
front and back yard, updated bathroom, 
built-in shelves, ceiling fans, full-sized 
washer & dryer and more. $108,000 

Brick End Unit w/ Large Corner Lot 
Rear porch addition, half-bath on main 
level. Modern kitchen and new carpet- 
ing. Steps away from Roosevelt Center. 
Amazing Value - 3 Br townhome with 
an extr t ks pro- 
tected t, new 
carpet, modern kit. & bath. $114,900 

Townhome With 2 Additions - 2 BR 
GHI wextra half-bath. Central Heat & 
Air! Recessed lighting, modern kitchen 
& bath, deck, shed, fenced yard & more 


Brick WER. 3 BR 
brick with Unit with 
“CONTRACT”: 
ern (GO 


Your Greenbelt Specialists 
Mame 
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GAVA/GATE, Greenbe 


by Virginia Beauchamp 


Now in its sixth year in offer- 
ing grants to local organizations, 
the Greenbelt Community Founda- 
tion held its annual afternoon tea 
at the Greenbelt Marriott Hotel on 
Sunday, February 26 to honor this 
year’s awardees. Besides high- 
lighting the year’s winning orga- 
nizations, the event also functions 
as a fund-raising occasion. Serv- 
ing as moderator was foundation 
member and chair Dorrie Bates. 

Among those she introduced 
to the group was Shayna Skolnik, 
designer of a new organization 
logo on the cover of the event’s 
printed program. In the form of 
a circle, the logo shows a green 
hand holding a seedling. Provid- 
ing music as the group assembled 
were two members of the wind 
ensemble from Eleanor Roosevelt 
High School. 

Bates also introduced several 
special guests, including Prince 
George’s County Executive Rush- 
ern Baker, who spoke briefly 
about the event’s significance. 
Also recognized was Greenbelt’s 
representative on the county 
school board, Peggy Higgins. 

Honorees 

First to be recognized was 
Margaret Cahalan, organizer of 
Greenbelt CHEARS, for last sum- 
mer’s project to plant small veg- 
etable-flower gardens in each of 
three areas of the city — next to 
the Community Center, near the 
city recreation building in Franklin 
Park and in Schrom Hills Park. 
This was one of the winning 
programs awarded last spring and 
made possible by the grant, which 
funded the purchase of soil, seeds 
and fertilizer. 

Another previous grantee was 
GAVA (Greenbelt Association 
for the Visual Arts) and GATE 
(Greenbelt Access Television), 
located in the Community Center, 
which last summer had invited 
children to work together creating 
video animation projects. 

Robert Zugby and Konrad Her- 
ling, representing GATE, were 
recognized on behalf of the group. 

New this year was another 


hee 
if > 
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Jim Fischer (left), secretary of the Greenbelt Community 
Foundation, presents Barbara Simon (right) and Mimi Noora- 
ni a check for GES PTA’s “Arts in Action Two” project. 


award to GAVA and GATE -— this 
a “75th Anniversary Animation 
Special,” in which students ages 
11 to 15 from the three sections 
of the city will create a new vi- 
sual animation project. Local 
arts teacher and longtime resident 
Barbara Simon accepted the award 
as director of the project. 

For over 25 years Simon has 
been active in organizing and in- 
spiring a variety of arts programs 
for young people in the city, in- 
cluding dance, music, art, ceram- 
ics and cartoons. 

Finally the Greenbelt Elemen- 
tary School (GES) PTA accepted 
an award for a project called 
“Arts in Action Two.” The proj- 
ect has brought three artists into 
the school to provide programs 
in drawing, painting and ceram- 
ics during the spring semester for 
students from kindergarten through 
sixth grade. 

A Bridge 

In conclusion, Bates called 
attention to the theme imprinted 
on the program cover: “A bridge 
between the needs of the com- 
munity and caring donors.” “Be 
a bridge,” she said. “We exist in 
a world that needs things.” She 
urged those in the room to “plant 
seeds in our community” as others 
passed out pledge envelopes. 

According to a financial sum- 
mary provided to those attending 
the program, the foundation in- 


Dr. Hatfield, Greenbelt DDS, 


On Mission 


In February Green- |) 
belt dentist Dr. Den- > 
nis Hatfield was part 
of a volunteer mission 
to Accra, Ghana as a 
member of the Alliance 
for Smiles team. He 
helped provide surgi- 
cal and non-surgical 
support to needy pa- 
tients suffering from 
cleft lip and palate. As 
a Rotarian, Dr. Hat- 
field learned about the 
Alliance for Smiles at 
the Rotary International 
Convention last year. 

Dr. Hatfield’s team 
from the U.S., Canada 
and Australia treated more than 
75 people during a two-week 
stay. Supported by local Rotary 
Clubs and Ridge Hospital the 
mission provided medical and 
pharmacological services, pre- 
and post-op housing and food. 
They brought all needed supplies 
with them and left the remain- 
ing much-needed stocks behind 
when returning home. Operating 
room surgeons worked with local 
surgeons and support staff as part 
of a training exercise, demonstrat- 
ing many advanced techniques 





in Accra, Ghana 





Dr. Dennis Hatfield works on a pa- 
tient in Ghana with the Alliance for 
Smiles team. 


unavailable to local practitioners. 

“The trip was awesome,” Dr. 
Hatfield said. “The team was 
fantastic and the people of Ghana 
very gracious. Although Accra is 
a very modern city by their stan- 
dards, we should really appreci- 
ate how wonderful medical care 
is in this country. I’m looking 
forward to next year for another 
mission with Alliance for Smiles, 
hopefully to another needy area 
of the world.” 

Dr. Hatfield’s practice is at 
7525 Greenway Center Drive. 








vites local organizations, nonprofit 
corporations and not-for-profit 
cooperatives to seek funding for 
special projects. All board mem- 
bers are unpaid volunteers. 

Beside Bates, they include Judy 
Bell (vice-chair), Jim Cohen, Jim 
Fischer (secretary), Barbara Have- 
kost, Austin Henry (treasurer), 
Sandra Lange, Eulalie Lucas and 
Tom White. The organization, 
which seeks “new initiatives that 
promote the original vision of 
Greenbelt,” runs on “a tight bud- 
get,” according to the summary. 

Over the years the organization 
has received $190,416, of which 





It Elementary PTA Receive Foundation Grant 


a0: 


Guests mingle after the tea. 
Bell, Mary Lou Williamson, Sandra Lange (advisory board 


member), and Carol Shaw. 


61 percent has been donated by 
individual members of the com- 
munity and 23 percent by business 
organizations. Some 13 percent 
of these funds have been used 
for administrative expenses, the 
report says. 

Of the total amount, 50 per- 
cent (less expenses) is given out 
in grants and the rest invested to 
build the fund for the future. To 
connect with the organization call 
301-474-4020 or reach them by 
email at admin@greenbeltfounda- 
tion.net 

The next semi-annual deadline 
for project proposals is April 15. 





Thursday, March 15, 2012 


From left are Jon Bell, Judy 


PHOTOS BY HELEN SYDAVAR 


Foundation Advisory Board 
member Eulalie Lucas ad- 
dresses the gathering. 


WARNING 


Read This Before Filing Your TAX RETURN! 
Many People Will Miss Out On BIGGER REFUNDS 
This Year Just Because They Weren’t Sure Which Forms 
To Use and Might Benefit From a Second Opinion! 
(Don t Let Uncle Sam Keep Your Hard Earned Money This Tax Season!) 





Congress has passed some very confusing tax laws! To protect yourself from filing an 
“incorrect” tax return this year and missing out on a ton of cash that is supposed to be 
YOURS, you better call a tax professional to help you get ALL the money you deserve 


back from the IRS! 


Hi, my name is Bob Newland and I have been a tax professional in this area for 29 years. I 
have an office on Route | near Wendy’s, and an experienced “hand picked” staff. Robert C. 
Newland & Associates will not only prepare your tax return, we will help you keep the high- 


est amount of money legally possible, AND, if we prepare your return, We Will Electroni- 
cally File Your Tax Return with the IRS AND the State of Maryland for FREE! 


All this is backed by our total “PEACE OF MIND” GUARANTEE” 


How does it work? It’s simple, really. We are going to bend over backwards to make sure 
you are well taken care of. If we don’t achieve that goal, tell us. If we can’t make it right to 
your Satisfaction, we will give you your money back PLUS $40 FOR YOUR TIME AND 
TROUBLE! And, if there is ever a problem on your tax return, we will fix 1t and pay any 
penalties caused if we made a mistake. That’s our “Peace of Mind” Accuracy Guarantee. 


No other tax firm (that I know of) makes such a strong claim, but we believe that choosing 
Robert C. Newland & Associates to prepare your taxes should be a “risk-free no-brainer.” But 
just in case you are still not sure, I am also throwing 1n a Special Bonus offer of a $40 discount 
for the first 50 new clients who respond to this message before March 31, 2012. 

It’s our way of saying, “Thanks for Trusting Us To Be Your Tax Professional!” 


CALL TODAY!! 301-595-2793 


ROBERT C. NEWLAND & ASSOCIATES 
10710 Baltimore Avenue, Beltsville, MD 


(Next door to Wendy’s) 


“SERVING AREA TAXPAYERS FOR 29 YEARS” 


SPECIAL BONUS OFFER 
$40 OFF Tax Preparation Fees 
For the first 50 new clients to 


make an appointment by 


March 31, and bring this coupon with them. 


OFF 





